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PREFACE TO PART II 



The present volume contains Chapters VI. and XII. to 
XVII. of the older editions of ' Machine Design,' but these 
chapters have been revised throughout and more than half 
the present volume is entirely new. It deals chiefly, though 
not exclusively, with steam-engine details. The subjects 
discussed form, it is believed, a definitely related group, and 
involve the application of mechanical principles to cases on 
the whole more complex than those examined in the first 
part of this treatise. 

The general data of the strength of materials and the 
laws relating to the dependence of dimensions on straining 
actions are given in Part I, But in the cases to which these 
laws are applied in Part I. the straining actions are generally 
steady or statical, or may for practical purposes be treated as 
being so. In the design of Transmissive Machinery, which 
is treated of in Part I., in addition to questions of strength, 
kinematical problems are those most commonly presented. 
In Part II., which relates to machines the object of which is 
tosupply mechanical energy for doing work, the partsof which 
move at varying speeds, and are subjected to varying forces 
of inertia which are too large to be neglected, dynamical 
principles find a more frequent application. 

A treatise such as this has a double function. It is 
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vi Preface 

partly a collection of designs, data, and rules, of use in the 
workshop and engineering drawing -office. But it differs from 
mere collections of precedents or pocket-books in this, that 
the reasons for different arrangements orproportions are, as far 
as possible, discussed in connection with the examples given. 
In the less complicated cases fairly definite rules can be 
given based on scientific principles, as a guide lo the practical 
engineer. In the more complicated cases, where conditions 
are too indefinite for any precise theory, at least an indica- 
tion can be given of the extent to which approximate solu- 
tions are to be distrusted. It is not the object of machine 
science to reduce every problem of construction to a rule 
of thumb. Rather it furnishes limits within which a free 
judgment, based on experience, has to be used and alterna- 
tives amongst which choice is to be made. 

It is another function of such a book as this to serve as a 
text-book for engineering students, furnishing a series of 
practical problems. By working through such problems a 
student becomes acquainted with the various requirements 
involved in machine construction, and the considerations 
which guide an engineer in designing machines. 

It is with a view to students that some problems are 
treated here in a fairly complete and systematic way, although 
necessarily with less completeness than" in special treatises 
on particular parts of engineering. Such special treatises 
are generally too detailed to be convenient for students' use, 
and to understand them a larger knowledge of practical 
details is required than a student has time to master. It was 
specially from an experience of the want of some account of 
valve gears better suited to students than the lai^e and 
admirable monographs already published that the author 
was led to extend the chapters on that subject 

- .....Go<«lc 



Preface vii 

The best special monographs are intended to explain the 
use of a single method in solving all problems. But for a 
student's purpose an acquaintance with different methods is 
desirable. No one method is equally convenient in all 
cases, and initially it is useful to look at the same problem 
from different points of view. 

It may be useful to repeat here that, where there is no 
express statement to the contrary, the units adopted are as 
follows : — 

Dimensions in inches. 
Loads or forces in lbs. 
Stresses in lbs. per sq. in. 

Velocities in feet per second ; accelerations in feet per 
second, per second. 
Work in foot lbs. 

Speeds in revolutions per minute ; angular velocities in 
radians per second. 

Statical moments in inch lbs. 

The subject of Machine Designing ts so extensive that a 
very much larger treatise than this would be required for its 
full explanation. All that the author could hope to do was 
to make a reasonably careful selection of what to include 
and what to reject. Shortcomings there must be. It can 
only be hoped that, taking into account the limitations 
imposed, they are not excessively numerous or serious, 

January 189 1. 
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i ELEMENTS 

OF 

MACHINE DESIGN 

Part II 
CHAPTER I 

ON PIPES AND CYLINDEKS 

Pipes and cylinders subjected to internal pressure form 
parts of many machines, and are extensively used in the 
conveyance of water, gas, steam, or oil The proportions 
of these, and the modes of joining them, form the subject 
of the present chapter. 

Cast- I RON Pipes 
I. Cast-iron pipes appear to have been first made about 
1 7 So at Coalbrookdale. They are made to be joined by 
flanges or by a socket, the latter being more easily cast and 
less costly. Ordinarily they are made in lengths of 9 feet 
up to 12 in, (internal) diameter, and iz feet long when 
larger. They should be cast vertically to insure soundness. 
When used in large quantities they are carefully inspected 
and tested, and are expected to be uniform in thickness and 
of normal weight A variation of thickness in different 
parts of more than ^ in., or a variation of more than 2 to 5 
per cent from the normal weight would cause their rejection. 
They are usually tested by water pressure to double their 
intended working pressure. 
, I"- ,- ? 



2 Machine Design 

2. TMckness of east-iron pipes for water mains. — The 
rule for the thiclcness of a cylindrical vessel necessary to 
resist an internal or bursting pressure is given in I. § 26. 

Let / = thickness of cylinder in inches. 
d = diameter „ „ 

P = excess of internal over external pressure in lbs. 

per sq. in, 
H — pressure measured in feet of water. 
/ = safe limit of stress in lbs. per sq. in. 
Then / = 0*4333 h. 

H = 2 ■308/. 

The average tenacity of the cast iron used for pipes may 
be taken at 18,500 lbs, per sq. in. Taking the factor of 
safety at 3^, the highest safe tension is 5,500 lbs. per sq. in. 
Allowance must, however, be made — {a) for the irregular 
thickness of cast-iron pipes, which are often slightly thinner 
on one side than on the other ; {S) for stresses due to 
hydraulic shock in the pipe, and to bending in consequence 
of pressure of the earth above, or settlement of the earth 
beneath, the pipe. A sufficient allowance will be made if 
the pipe is calculated for three times the actual working 
pressure, or, what amounts to the same thing, if the limit of 
stress is taken at one-third the value given above. Hence, 
the apparent fector of safety for pipes is 3 x 3^= 10, and the 
greatest safe stress, due to the actual pressure in the pipe, is 
1,850 lbs, per sq. in. 

In the mains used for the conveyance of water, the 
external pressure is i atmosphere, or 33 ft. of water pres- 
sure, and the greatest interna! pressure is generally less than 
7 atmospheres, or 231 ft. of water. Hence, the excess of 
internal over external pressure may be taken at 6 atmo- 
spheres, or 90 lbs. per sq. in. Putting this value in the 
formula above, we get 

c:»i'* 
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.■023I''- • -W 

Internal diameter of pipe in ins. 

4 8 12 16 2o 24 30 36 42 

Thickness ef pipe in ins. 

0-0924 0185 0-277 0Z10 o"462 0-554 0-693 0-832 0-970 

Thickness to nearest sixteenth of an inch 

i -ft tS f i t% f J -M I 

3. This table shows that some of the thicknesses given 
by the above rule, although ample margin of strength has 
been allowed, are so small that the pipes could not be cast 
with any certainty of success. Many years ago the following 
rule for the thickness of water mains was given by Mr. 
Hawksley : — 

/=o-i8 ^d 

That rule represents, very fairly, the least thickness which it 
is desirable to attempt to cast. The following rule agrees 
still better with practical experience. Let t,^^ be the least 
thickness which should be adopted for a cylindrical pipe 
casting, of ordinary length and of diameter d, in order that 
there may be no special difficulty in getting it cast. Then 
(...-0IW7+O-, . . . (3) 

Diameter of pipe in ins. 

4 8 12 16 20 24 30 36 42 48 54 60 

Least thickness of pipe in ins. 

-320 -411 -481 -540 -592 -639 -703 -760 -813 -862 -908 -953 

Thickness to nearest sixteenth of an inch 

Pipes of the thicknesses here given will in general be 
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.4 Machine Design 

safe for pressures not exceeding 6 atmospheres, or 90 lbs, 
per sq. in., when under 20 ins. diameter, and for 5 
atmospheres, or 75 lbs. per sq. in., when under 60 ins. 
diameter. When pipes are subjected to greater pressure, it 
is desirable to use the more exact formula given in I. § 26 
(eq. 3) in calculating the thickness. Putting in that formula 
/=i8so, it becomes 

From this formula the following table has been calculated ; — 



Excess of Intimal over Eaerml 


Katio of thickness to 


"p« 


s^te 


diameter of pipe 


In Lbs. pec square inch 


InfbetoTbodofwaier 


1 ! 


75 


173 


■oai ' 


90 


203 


■026 


IDS 


I4J 


•030 




277 


■035 


'35 


3" 


■039 


■1 


f. 


ss 


180 


415 




195 


450 






484 


■063 


235 


519 


■068 


250 


577 


■077 


375 


634 


■08S 


300 


692 


■095 


350 


80S 


■114 


400 


923- 


■134 


450 


1039 


■IS6 


500 


1154 


■'79 


750 


1731 


■332 




230S 


■603 



4. In the following table the second and third columns 
give the least thickness of pipe which it is practicable to cast 
(from eq. 3), or the thickness to be adopted when equations 
(j) or (4) give a less value. The other columns g^ve thick- 
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6 Machine Design 

nesses calculated by equation (4). It should be remembered 
that in obtaining these thicknesses an allowance has been 
made for bending stress, and hence somewhat less thick- 
nesses may be adopted in pipes so supported as to be pro- 
tected from any bending. To convert feet of head of water 
into lbs. per sq. in., multiply by o'4333. In water mains 
for towns, a thickness about 25 per cent, greater than that 
given in this table is often adopted in practice. 

5. Velocity of flow and loss of head in water mains. — The 
diameter d of water-mains is determined with reference to 
the volume q in cubic feet per second to be delivered. If 
V is the velocity of flow in feet per second, 

Q=''-dH 

where the diameter 1/ is in feet. Generally in water mains 
the velocity does not exceed 3 feet, or at most 4 feet, per 
second, in order that the shocks due to the momentum of 
the water when its velocity changes may not be too serious. 
In cases where it is desirable to lose as little energy as 
possible, the velocity is restricted to i^ or 2 feet per 
second. 

In a large number of cases it is important to defermine 
what loss of head occurs in long water mains. The head 
lost in friction may be a loss of level or a loss of pressure, 
and in either case is most conveniently reckoned in feet of 
water. Let h be the head lost in feet, in a main of length / 
feet, when water flows through it with a velocity v in feet per 
second. The most exact relation between these quantities 
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where m, n, and x are constants depending on the roughness 
of surface of the pipe. The equation is, however, incon- 
venient for practical use. More commonly, therefore, 
engineers use the equation, 
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where A has a considerable range of values in different cases. 
In i8S6 the author communicated to fndusiries a veiy 
careful determination of the constants m, n, and x, for all the 
most trustworthy experiments on flow in pipes. From these 
values it was then possible to calculate a series of values of 
k in equation (6) for such cases as commonly occur in 
practice. With the values given in the following tables, the 
loss of head in pipes can be calculated much more accurately 
than with a constant value for k, and nearly as accurately as 
if the more awkward equation (5) were used. 

Clean Wrought-Iron Pipes 





Theva 


UEofifonhe 




KiitieB in 


Whtn^iofeelis 


,LO, 




310 4 


4105 


o-s 10075 


-0230 


■0200 


■0184 


■0172 




-0214 


■0186 


•OI7I 


■0160 












1-5 tos'o 


■0185 


■OJ61 


■0148 


■0139 


2-0 to 3-0 


■0172 


■0150 


■0137 


■0129 


3-0 to4-o 




■0139 


■01 28 





Asphalted Cast-Iron Pipes 





The«i 


ueoTifortht 


following vtl 


cities in 


WhtnrfmfMlis 


.t». 




3t04 


4.05 


0-5 10O-75 


■0257 


■0236 


■0224 


0216 




■0246 


■0226 










•OZI6 




■0198 


I-S 10 2-0 


■0225 


■0207 


■0197 


■0189 








■0188 


■0181 


3-0 to4'o 


■0206 


-0190 


■0180 


•0173 
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4.05 


o-s to 07s 


■0230 


■0224 


■0220 
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■0184 




10 to 3-0 




■0177 


■0174 


■0173 


3-0 to4-o 


•0172 


13167 


■0164 
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Incrusted Cast-Iron Pipes 

Wbcn ^ in f«t is k'a foi all velocities 

0-5 to 075 -0475 

o7Stoi-o -0450 

I -o lo 1 "S -04*6 

1-5 10 2-0 -0403 

3-0 to 4-0 -0361 

At first sight the co-efficients do not seem to differ greatly ; 
but, for each kind of pipe, k varies by at least 20 per cent. 
within the restricted limits chosen. Also the resistance for 
incrusted cast iron is quite double that of clean wrought 
ir(Mi, and for the lai^er pipes and higher velocities more 
than this. 

6. Thickness of steam pipes and steam cylinders of cast 
iron. — This is determined in precisely the same way as the 
thickness of water mains. For steam pipes the thicknesses 
given in the preceding table will answer. For steam 
cylinders an allowance has to be made for re-boring. The 
cylinder thickness may be obtained from the following 
equation : — 

t=.l^-\-c=^-aQ<32T pd-Vc . . . (7) 
3700 

where c ranges from 0-5 to 075 in carefully constructed 
ei^ines, and is as much as I'o in some cases. 
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The friction of steam is much smaller than that of water, 
from its less density ; hence, steam pipes are generally de- 
signed so that (he velocity of the steam should not exceed 
about loo feet per second. 

Wroucht-Iron and Steel Pipes 
7. Wrought-iron welded pipes came into extensive use 
for the distribution of gas. A strip of wrought-iron plate 
heated to welding heat was hent to cylindrical form and 
then welded by hammers or rolls or by passing through dies. 
Such tubes are always weakest at the weld, and when the 
diameter exceeds 6 or 7 inches arc difficult to manufacture. 




For hydraulic purposes, where pressures of oflen 2 tons per 
sq. in. have to be transmitted, solid drawn weldless tubes 
have been produced in small sizes. Quite lately an entirely 
new process, invented by Messrs, Mannesmann, has been 
introduced, and seems likely to revolutionise the manufacture 
of tubes. It is not well adapted for wrought iron, but with 
ductile steel, copper, delta metal, or lead, weldless tubes are 
produced of almost any size by a peculiar process of rolling 
from a solid bar.' 

Wrought-iron and steel pipes or tubes are obtainable of 
the following descriptions : — 

(i) Butt-welded pipes used for gas, water, and steam, 
' See a paper by Mr. J. G. Gordon, ' Journal of Society of Arts,' 

' ,....C.o<«lc 
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of wrought iron. These are made of from | in. to 4 in- 
internal diameter, and in lengths usually not exceeding 14 
feet They can be obtained up to 20 feet in ler^h if 
necessary. The steam tubes are two gauges thicker than . 
the gas tubes. 

(2) Lap-welded wrought-iron steam tubes, which are 
stronger than butt- welded tubes. They are proved to 400 lbs. 
per sq. in. before being sent out. The preceding table gives 
the Ttmal dimensions of these tubes. 

The thickness of such tubes will not be exactly regular. 
Suppose that when / is the nominal thickness. /— Vt '^ ^^^ 
effective thickness which can be relied on in c^culating the 
strength. Then by equation (z) I. § z6, for an internal 
bursting pressure, 

f- P^ . 

and taking the greatest safe stress at 4 tons or 8,960 lbs. 
per sq. in. 

^=-ooooss8/rf-fiV . . (8) 
By this rule the workii^ pressures / for different diameters 
d, given in the table above, have been calculated. liip- 
welded steam tubes of the dimensions given above are 
proved to 400 lbs. per sq. in. before being sent out. 

Fig. 1 shows the ordinary forms in which wrought-iron 
and steel tubes can be obtained. 



^ 



(3) Weldless solid drawn steel tubes (fig. a)arealsomanu- 
fectured, which are used for boiler tubes, hydraulic pipes, 
and occajionally for other purposes, such as hollow shafting 
and boring rods. The following tables give the usual 
dimensions of such tubes : — 

- ,....Go<«lc 
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The steel of which these tubes are made has a tensile 
strength of about 30 tons per sq. in. For hydraulic tubes 
the working strength may be taken at 10 tons per sq. in. 
Putting this for the value of / in equation (z), I. § 26, we get 

/=o'oooo2a32/(?, . . (9) 
where / is^ the excess of internal over external pressure in 
lbs. per sq, in. and d the internal diameter of the tube.' 

8. Thickness of pipes of otker materials : 
For lead pipes i^'oo2$pd+-^ 

copper pipes /=:'oooiSpd+^ 

wrought-iron pipes t=:-oooo6 pd+-^ (if welded) 
=-oooi2/rf+yV (if riveted)' 
Iron boiler tubes subjected to external pressure are 2^ to 4 
ins. diameter, and are strong enough for a pressure of 40 lbs. 
per sq. in. of the minimum thickness made. For other 
pressures 

^=■0001^ pd+o'i 

9. Copper steam pipes have a thickness equal to o'oooi 
pd-'r\ and copper feed pipes a thickness o'oooi3 pd-Y\. 
In the older engines with moderate steam pressure the 
steam pipes were \ in. thick and the feed pipes ^. Pipes of 
this kind are connected by tough brass flanges brazed to the 
pipes. If / is the thickness of the pipes, the flange thick- 
ness=s3/j bolt diameter at least 3^; pitch of bolts not 
more than 15 /. Width of flanges a^ times the bolt dia- 
meter. The strength of bolts should be looked to. 

10. Wrought-iron and steel riveted water pipes. — Water 
mains of comparatively large size of thin riveted wrought 
iron seem first to have been used in California in hydraulic 
mining. An account of these pipes will be found in a 

' Messrs. E. Lewis and Sons of Wolverhampton, and the Wddless 
Steel Tube CompanyofBinningham, supplied the information as to the 
ordiDary dimensions of tubes manufactured. 

* See, however, the more exact rules for riveted boilers in I. § 73. 
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14 Machine Design 



1 



paper by Mr. HamUton Smith ('Trans. Am. Soc. of Civi( 
Engineers, 1884 '). These pipes are single or double riveted-i 
and very often are put together stove-pipe fashion. Tha'-j 
is, the pipe is made slightly conical ; a piece of canvas i i 
wrapped round the small end of one pipe and this is thei j 
forced into the large end of another by hydraulic jacks. 
Leakage is stopped if it occurs by small pine wedges. The 
pipes are sometimes only ^ in. thick, and they are used 
under pressures which strain the metal at the riveted joint 
up to the singularly high-working stress of 16,000 to 18,000 
lbs, per sq. in. They are protected against corrosion by a 
coating of tar, and no serious corrosion seems to occur. At 
bends they are strongly braced to prevent movement. 
More recently steel pipes of a similar kind have come into 
use for water supply where carriage is expensive. These 
are commonly double riveted, and the joints are made by 
patent sockets riveted to the pipe, or by rings of cast iron, 
forming a double socket. 

Pipe Joints 

11. Cast-iron pipes are connected by flange joints, or 
by spigot and faucet joints. The former are stronger, easier 
to connect or disconnect, and are always used when the 
pipes are placed vertically. The latter are less costly, and 
are better for pipes laid in the ground, because they permit 
the pipes to adapt themselves to the inequalities of the 
ground while being laid, and the line of pipes retains a 
slight flexibility. 

12. FlaTtged joints. — The proportions of flanges have 
been to some extent given in I. § 85, Fig. 3 shows one 
form of flanged joint for pipes, for which the following pro- 
portions may be used : — 

Thickness /|=/g=^ ^ to J t^\ 

^4=^ in. 
Width =w=2 o-l-i to 2 E+J 
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Diam. of bolts=5=o-oi6 d</^-\-^ 
' Number of bolts=«=a +£ 

Diam. of bolt-hole=S+ J 
The joint shown is made with a lead ring. The joint 
may be made by facing the flanges and bringing them to- 
gether with a string smeaied with red lead, or an india-rubber 
or gutta-percha ring interposed. A rough joint is made 
with a ring of wrought iron, covered with tarred rope, the 
3pace between the flai^es being filled up with rust cement 
For steam pipes a ring of asbestos miUboard is often used. 



Mr. Emery for steam pipes has used a ring of corrugated 
copper. 

13. Graphic diagram of pipe -joint proportions. — Hg. 4 
shows a very convenient graphic way of settling the pro- 
portions of simple machine parts for a series of different 
sizes. The curve or straight line which represents the pro- 
portions 'given by rule is first laid down as shown, for in- 
stance, by the dotted line a b. This is then broken up into 
a stepped line, the steps increasing by eighths of an, inch or 
any other required difference. With a little dexterity such 
a diagram may be made to give all the required dimensions 
for any series of sizes without confusion. It is best drawn 
full size when that is possible. The method may be applied 
in many cases and is more convenient tiian a table. 
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14. Mr. Robert Briggs laid down proportions for flanged 
pipes some yeare since which have been very widely adopted 
in American practice. As these 
have been tested by a large experi- 
ence, it will be useful to quote 
them here for comparison with 
the rules given above. These 
rules are intended to apply (i) to 
pipes under pressures up to 75 
lbs. per sq. in. {or 170 feet of 
head), the flanges being faced all 
over, and having bolts with hexa- 
gon nuts and heads ; (a) to pipes 
for pressures up to 100 lbs. pres- p. 

surepersq. in. {230 feet of head), 

with flanges thick enough to permit the use of packii^; 
rings placed within the bolts as a substitute for surfacing 
and wide enough for bolts with square nuts and heads. 
The form of Mr. Briggs's rules has been modified so as to 
render them applicable to pipes of thicknesses different from 
those given by him. Fig. 5 gives the reference symbols. 



Mr. Briggs's Rules for Pipe Plants. 




Thickness of pipes=/ 
Thickness of b<MS =/, 


Pipes rot Kpesfgr 
= 0-0261/+ 0-25 0-0304^-1-0-3 

= Vil i-iqZ-l-oi 


Length of boss =a = i'92/+o-62 
Thickness of flange (finished)= i-28^-f-o-o8 
„ „ (rough) = I-4I/ + 0-J0 
Radius of hollow at angle none t 


r'64/-|-o6i 
'■31/+0-2 
I -48/-!- 0-42 
y26/+o-o8 


Diameter of flange = A 


-\4-28S-Ho'6;t 


</+2-82/-t- 

s8-^o■66 


Diameter of bolt circle=ii| 

Diameter of holes in flange 
Number of boIts=« 


= {2-isiott}{ 
= 1-03S+0-03 1 
= o■^osd•i■x■l& c; 


rfH-2-82/ + 

2 '58 + 056 
[■o38-l-o'o3 
;o5</-(-2-i8 


II 
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Diameter of bolts=8= 

.,8a^{ °°->''S^^-'-°? 5'}4o-049. 

in which equation we may take A,=:i-io43if+2oi. The 
following rule is much simpler, and gives nearly the same 
values : — 

S_ o-i674rf+o-3 o5^^ 



The following table gives dimensions calculated by Mr, 
Briggs's rules : — 

Cast-iron Flanged Pipes 
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Fig. 6 shows the ordinary forms and denominations of 
pipe bends. 
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15. Special forms of pipe joint — Fig. 7 shows an adjust- 
able fomi of pipe joint. When the angle between two pipes 

/^ ^ ^ 



varies or is not definitely known beforehand a joint of this 
kind, whkh can be arranged at any angle between 80° and 
I So", is convenienL 



Fl«.8 
Kg.? 
Fig. 8 shows a pipe joint with 
one flange loose. The joint is 
made tight by a lead ring. 

Fig. 9 shows what is termed 
a lens joint, which is easily made 
tight and which adjusts itself to 
scuall changes of direction of the 
pipe. The joint is made by a gun- 
metal ring with spherical surfaces. ^'^- 9 

iG, Joints for hydraulic mains.— T\^. 10 shows the joint 
t.ioB>^[c 
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used by Sir W. Armstrong for the pipes of his accumulator. 
These pipes are subjected to the enormous water- pressure 
of 700 lbs. per sq. in. The pipes are of the best remelted 
cast iron, and are tested to 2,500 lbs. per sq. in. When 5 
ins, diameter they are | in. thick. Each end of the pipe has 
two strong elliptical flanges, with two bolts. One pipe slightly 
enters into the other, forming a dovetailed recess, in which 
is placed a gutta-percha ring, \ in. thick. The thickness of 
these pipes may be calculated by the rule — 

the working stress in the cast iron being about a,8oo lbs. 



per sq. in., and \ in. being allowed for inequalities of cast- 
ing and corrosion. The bolts are of such a diameter that 
the stress at reduced section of thread is 7,700 lbs. per 
sq. in. 

17. Cylindersforgreat internal pressure. — In the construc- 
tion of vessels for great hydraulic or other pressure special 
difficulties arise. If made of boiler plate, the riveted joints 
diminish the strength of the vessel and liniit the thickness 

-.■«'><«i^ 
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of the plates which can be used. If cast iron is adopted, the 

vessel must be ponderous in consequence of the low tenacity 

of the material, and the fluid sometimes escapes through 

porous parts of the casting. Dr. Siemens has described the 

construction of an air reservoir, to sustain 

1,000 lbs. pressure per sq. in., of steel 

rings. These rings (40 in. in diameter 

and 12 in, in depth) were rolled out of 

ingots in a tyre mill, and had a slight 

flange (fig. 1 1 ) at their edges. The ends of 

the reservoir were made hemispherical, 

and beaten out of steel plate. The joints 

were made by turning a V-groove in the 

faces of the rings and placing in it a pack- Fig, n 

ing rii^ made of ^ annealed copper 

wire. The rings and ends were held together by 20 steel 

longitudinal bolts, passing through two rings bearing on the 

hemispherical ends of the cylinder. These bolts were i-^ in. 

in diameter with enlarged screwed ends. The rings were 

of steel, having a tenacity of 45 tons per sq, in., and were 

loaded to a working stress of 15 tons per sq. in. 

18. Socket joints. — Socket pipes should be cast vertically 
with the socket at bottom. Socket pipes are jointed either 



K..«i-. 




with a gasket and lead joint, a rust joint, or a bored and 
turned joint. Fig, 12 shows an ordinary lead joint. When 
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the pipes are in place, a few coils of gasket or tarred rope 
are driven into the socket. Clay is then put round the 
outside of the socket and a lead ring is cast in it. The 
clay is removed and the lead stemmed tightly into the 
socket. The proportions may be as follows ; Let /=thick- 
ness, and i/=diameter of pipe ; 

'1 = 107 '+1^ 

/a=o-oz5 rf+t to 0-025 ^■^°'*> 

/3=o-o45 ^+0-8 

s =o'oi i/+"2S to o-oi rf+-375 

*,=o-o7s4+2i 

I =o-o9^+2itoo-i if+3 

ij=i3S=0-03 tf+I 

A rust joint is very similar to a lead joint except that 
iron cement is stemmed in with a cold chisel in place of the 
lead. The iron cement 
consists of cast-iron 
borings or turnings, 
which should be passed 
through a sieve of eight 
meshes to the inch. One 
ounce of sal-ammoniac 
is added to each hun- 
dredweight of cast iron, and the mass is damped. When it 
has heated, it may be kept for some time in water. 

Fig. 13 shows a different form of socket. The propor- 
tions may be the same as those just given 




»1g-.3 



Figs. 14 and 1 5 show two forms of bored and turned socket 
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and spigot joints. When the bored and turned part is long 
the pipes are rigid, and are liable to be broken by the earth 
pressure. Hence, the fitting part is now often only |- in. in 
length, and has a very slight taper. The joint is made by 
painting over the faced part with red lead, or with fresh and 
liquid Portland cement. The pipe is then put in place, 
and driven home by a wooden mallet, or by swinging the 
next length of pipe. The socket is filled up with cement. 
Joints of this kind aie more easily and quickly made than 
lead joints, but lead joints are preferable in passing round 
curves. Socket pipes should be cast with the socket down- 
wards, and about a foot of length should be allowed at the 
spigot end, into which the scoriae may rise, and which is 
broken off when the pipe is cast. 

(9, With socket pipes care must be taken to provide 
gainst the end thrust due to the water pressure at bends. 
At a right-angled bend, the total pressure in the direction 
of the tangents to the bend on a pipe of diameter d feet, 
through which water is passing under a pressure head of h 
feet, and with a velocity of v feet per second, is 



=(^-3 



lbs. 



Where 0=62-4 lbs. Hence the resultant pressure bisecting 
the angle of the bend is 

1414 - </^G f A + —Jibs. = 69-29 rfs^A + — y 

This must be provided gainst by casting a foot on the pipe 
and abutting it against a block of masonry. 

A good joint for pipes used for temporary purposes is 
shown in fig. 16. A loose tapered double socket is fitted 
over the ends of the pipes. The joints are made by india- 
rubber rings driven into the sockets. 

20. Joints for lead pipes. ^■\jssA pipes are useful, because 
they are easily bent. They are manufactured by drawing 
them over a mandril by hydraulic pressure. They are 
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sometimes lined with tin, when used to convey water which 
dissolves the lead. Joints may be made by tlanging out 
the ends of the pipes, and compressing these flanges between 
two iron rings, with bolts. Commonly, the joint is made 
by soldering,and is termed a 'plumber's wiped joint' (fig, 17), 
21. Fig. 18 shows two ways of making a socket joint 
for wrought-iron pipes. The sockets are of cast iron. 




Wrought iron is chiefly used for very large or very small 
pipes. From its thinness, it is liable to more injury from 
corrosion than cast iron, and hence 
it has been suggested that large 
wrought-iron mains should be lined 
with a thin coating of Portland ce- 
ment. 

Fig. 19 shoivs another form of 
ring joint for lead used with wrought-iron pipes. Special 
rings and sockets are now made also of thin rolled steel. 

Joints for wrought-tron and steel tubes. — Fig. ao shows 
the ordinary forms of joints. At a one pipe is bulged and 
the other screwed into it At b an internal screwed femile 
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or socket piece is inserted. At c, an external socket is 
shown screwed on both pipe ends, and at </ a similar socket 
piece of lighter form. 




A very good form of joint is shown in fig. 21, where 
security against leakage under great pressure is necessary. 

-.■Go<«lc 
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The two pipe ends are screwed with right- and left-handed 
threads. The end of one pipe is turned with a flat face 
and the other with a sharp v-shaped edge. The socket or 
coupling piece then draws the ends together into metallic 
contact A union joint, shown in fig. 22, may also be used, 
with a packing ring of leather or india-rubber, if necessary. 
22, Boiler tubes. — The modes of fixing boiler tubes in 
tube plates is shown in fig. 23. The lower figure shows an 
ordinary boiler tube, fixed at one end by slightly enlarging 
the tube and riveting over the end. At the other end a 
wrought-iron ferrule is driven in. In American locomotives 
cast-iron ferrules have been used and are said to be tighter 
than ferrules of wrought iron. The upper figure is a boiler 
tube adapted also to act as a longitudinal stay rod. For 




this purpose the ends are screwed and the tube fixed by a 
pair of thin nuts at each end. Sometimes one end of the 
stay tube is enlarged (fig. 1). This facilitates getting it 
into place. 

Boiler and stay tubes are subjected to external pressure 
and must be calculated by the rules for resistance to col- 
lapse. But practical conditions prevent any close adherence 
to theoretical proportions. Ordinarily boiler tubes are 2\ 
to 4 inches in diameter and their thickness for steam 
pressures above 40 lbs. per sq. in. is 

Stay tubes are very commonly \ in. thick to allow for 
cutting the screw-threads at the ends. 

t->„8k 
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23. Condenser tubes. — Condenser tubesare now generally 
made of brass. Sometimes they are tinned as a protection 
against the action of fatty acids. They are from ^ in. in 
diameter in small condensers to i in. 
in very lai^e condensers and about ^ 
0*05 in. thick. They are fixed in the b 
tube plate in different ways. Some. E 
times a simple soft wuod ferrule is 
driven between tube and tube plate. 
The ends of the tubes are split and ^*- "* 

expanded to prevent creeping. Generally some very simple 
fonn of stuffing-box is used, which can be easily and cheaply 
made. Perhaps the simplest method is that shown in fig. 
24. The tube plate is drilled with recesses round the tube 
ends which form stuffing-boxes. The gland is simply a 
short piece of screwed tube cut off by a saw. The pack- 
ing is a ring of tape. This method permits the free ex- 
pansion of the condenser tube to occur without causing 
leakage. 
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CHAPTER II 

ARRANGEMENT AND PROPORTIONS OF STEAH-ENGIKE 

CYLINDERS 

24. It is beyond the scope of this treatise to consider 
steam engines as machines for transforming heat into 
mechanical energy and the thermo-dynamic laws of the 
action of steam. Nevertheless, it is impossible to deal 
rationally with the details of steam engines unless the 
mechanical action of the steam in the cylinder is under- 
stood. The principal straining actions on which the dimen- 
sions of engine parts depend are due initially to the steam 
pressure on the piston, and the designer must be able to 
determine those straining actions, at least approximately, for 
any position of the mechanism. For a single-cylinder engine 
the problem is comparatively simple ; but if a multiple- 
cylinder engine is used, then the problem is more difficult. 
Further, various problems in designing arise out of the 
action of the inertia of the moving parts, and cannot be 
attacked without a general knowledge of the arrangement 
of the mechanism of the engine. Hence it seems desirable 
to discuss &om a standpoint as purely mechanical as [lossible 
the general arrangement and types of steam engines, as a 
basis for proportioning engine details. 

25. Arrangement of mechanism. — (a) Beam engines, a 
type still retained in large pumping engines. In marine 
engines the beam engine took the form known as the side- 
lever engine, a type which has disappeared, ifi) Ordinary 
direct-acting engines, with a connecting rod between the 
crosshead and crank, (c) Trunk engines, in which the 
connecting rod is attached direct to the piston inside a 
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trunk which forms the sliding guide, i^d) Oscillating engines 
which kinematically are merely an inversion of the direct- 
acting engine, the connecting rod of the. latter becoming 
the frame link of the former, (e) Return connecting-rod 
' engines are a variety of type (h) in which space is saved by 
bringing the crank shaft close to the cylinder and placing the 
slide and cylinder on opposite sides of the crank shaft. 

If J is the stroke and. d the diameter of the cylinder, 
the length over all from centre of crank shaft to back of 
cylinder may be reduced to s'jj + o-6i? in direct-acting 
engines J 2'6j + o6rfin trank engines; and i"6j + o'&^in 
return connecting-rod engines. 

Combined and compound engine arrangements. — With 
simple engines it is least costly to use a single engine, and 
such an engine has the fewest working parts^a not incon- 
siderable advantage. But for various reasons a combined 
engine is often adopted. With two engines acting on cranks 
31 right angles, and, still better, with three engines acting on 
cranks at izo*, the turning moment is much more uniform 
than with a single er^ne ; the cylinders are smaller in 
diameter and the working parts lighter. With a single 
engine there are two dead points in the revolution, and 
consequently positions in which the engine will not start by 
the action of the steam pressure. Fairs of simple engines 
may be placed parallel or inclined. The latter arrangement 
was at one time adopted because solid crank shafts with 
cranks at right angles were difficult to obtain, and the 
inclined or diagonal arrangement permitted both engines to 
act on a single overhung crank-pin, often on a crank arm 
keyed to the shaft. 

Compound engines, or engines in which the steam ex- 
pands successively in two cylinders, are of two general types : 
(i) the Woolf engine (or, more strictly, Roentgen engine), 
and (2) the Receiver engine. In the Woolf engine (a, 
fig. 25) the steam passes as directly as possible from one end 
of the high-pressure to one end of the low-pressure cylinder. 

' -.■«'><«i^ 




!Rtndem Fair 



CI 



] I I TTT Ta» 



w 

TaTidem 



TRIPLE E}^PANS[ON 



■ ^ 


T T" 


^ 1 






s i 






k 












h 




r 




1 , i 





t->„8k 



Proportions of Steam-Engtne Cylinders 31 

In that case the cranks are usually at 180". Some designers 
have attempted to reduce the action of the unavoidable 
passage between the cylinders by placing the cranks at 160° 
and allowing the HP cylinder to begin exhausting a little 
before the LP opens to steam. If the cylinders are placed 
tandem, as at d, there is only a single crank on which both 
pistons acL To get greater unifonnity of twisting moment 
with a Woolf engine, a pair of tandem cylinders may be 
used, as at e. If in the arrangement a the cranks are at 
right angles, then there must be an intermediate reservoir 
into which the steam can expand till the lp cylinder opens. 
This is the simplest form of receiver engine. The arrange- 
ment b, with inclined cylinders at right angles, both pistons 
acting on a single crank, is an equivalent arrangement In 
some cases it is convenient to divide the low-pressure 
cylinder into two cylinders, and then the arrangement c or/ 
may be used. 

The prejudicial action of the cylinder walls, causing 
condensation, increases rapidly with the range of temperature 
to which they are exposed. Hence, engineers have been 
driven, when using high pressures and high ratios of expansion, 
to carry the principle of compounding further, and to expand 
the steam in stages in three or even four successive cylinders. 
The simpler arrangements of triple expansion engines are 
shown in fig. 25, at g, h, i, k, I. 

26. Working steam pressures. — Of course no definite 
rule can be given, but the following are about the usual 
workii^ boiler pressures used now in the most economical 
engines of given types 1— 
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The initial pressure in the cylinder will be less than the 
boiler pressure by the amount of resistance in the steam 
pipe and passages. The loss of pressure may be taken to 
be 7 to 10 per cent, of the boiler pressure. 

27, Piston speed. — ^The piston speed is determined 
partly from considerations of local convenience, and partly 
from consideration of the work to be done and the 
durability desired The piston speed increases a little, other 
things being equal, with the length of stroke. Let j=length 
of stroke in feet, E'=piston speed in feet per minute. Then 

where a has the following values in different cases. 



Type of engine 


fl= 




Direct-acting pumping engines (with 






out fly wheel) 


Soto 


120 


Beam pumping engines . 


90 to 


200 


Horizontal Corliss engines 


220 to 


400 


Horizontal compound mill engines 


200 to 


400 


Small horizontal engines, ordinary 


240 to 


300 


Short stroke, quick speed . 


400 to 


55° 


Locomotive engines (highest speed) 


800 to 




Quick speed, short stroke, single-act 






ing engines .... 


625 to 


850 


Paddle marine engines 


206 




Screw marine engines 


330 





These figures give speeds of about 125 feet per minute 
in slow pumping engines; 240 to 360 in beam pumping 
engines ; 300 to 450 in ordinary horizontal engines ; 500 in 
single-acting quick-speed engines; 700 in marine screw 
engines; 1,000 in locomotives; that is, taking cases such as 
most ordinarily occur. 

28. Ratios of cylinder volumes in compound engines.— 
The cylinder volume is understood to mean the product of 
the area of piston and length of stroke or volume described 
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by the piston in a single stroke. In proportioning the 
relative volumes of compound engine cylinders, designers 
have generally aimed at making either the range of tempera- 
ture in each cylinder equal, or the effective work done in 
each cylinder equal. No very simple rule can be given to 
secure either result, because the clearance and receiver 
spaces affect the action of the steam so considerably. A 
means of testing any given arrangement will be described 
presently, meanwhile the following table of proportions 
usual in existing engines will be of service : — 

Ordinary Ratios of Cylinders in Compound and 
Multiple Expansion Engines 

Ratio of Cylindw Volames 



Compound . . . . 3 to 4 

Triple . a to 2-75 a to 4 5 to 8 

IS! 

Quadruple. 1-5 to 2 

39. Construdion and proportions of steam-engine cylinders. 
— A simple form of cylinder is shown in fig, 26. The 
valve chest is arranged for a slide valve, the steam and 
exhaust passages are cast in one with the barrel The 
front end of cylinder and valve chest are closed by covers. 

The thickness of the cylinder barrel must be determined 
so that it is (a) strong enough to resist the internal steam 
pressure ; (i) rigid enough to prevent any sensible alteration 
of form; (c) it must be thick enough to insure a sound 
casting ; and (rf) thick enough to permit reboring once or 
twice when worn. A rule has been already given (§ 6), which 
makes the thickness depend on the steam pressure. 

-..«'><.«^ 
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Generally other considerations than strength are of so much 
importance, that the foDowing empirical rule agrees better 
with practice : — 

Thickness of barrel of cylinder 

=/=o'02(f+o-5 to 0021/+07S. 

The flanges of the cylinder have a thickness i'3^; the 
metal of the valve chest and passages 0-7/ ; valve chest 
flanges t ; cylinder face in valve chest I'zs^. Sometimes a 
false face is used (fig. z8), screwed to the cylinder face-wilh 
gunmetal screws. Then the cylinder face may have a 
thickness t, and the false face a thickness 0-8/ if of cast iron, 
and obt if of gunmetal. 

Many engine cylinders have a steam jacket round th» 
cylinder barrel, and this is either cast in one with the barre. 
(fig. 27), orformedbyalinerinsertedsteam-t^ht in the barre 
(fig. 28). When cast in one with the barrel, the jacket 1 
often omitted from the space below the steam passages, 
where it is shown in fig. 27. There is less danger of leakage 
if the jacket is cast with the cylinder barrel, but, of course, 
the moulding of the cylinder is more difficult. If the 
jacket is made by a liner, the liner may be of cast iron or 
steel. A cast-iron liner may have a thickness o'8f, but a 
steel liner may have a thickness pdj^aoo. The liner may 
be fixed as shown in fig. 28, with a flange and studs at the 
front end of cylinder. At the back end it is turned to fit 
the barrel tightly, and a recess is formed packed with asbestos. 
Fig. 29 shows a liner held in place by the pressure of the 
cylinder cover. 

The front end of the cylinder should be rigidly bolt- 
to the engine framing. At the back end the bolt-hol 
should be enlarged so that the cylinder can expand ana 
contract The expansion will not exceed i-5ooth of the 
distance between the front and back bolts. The bolts may 
be calculated to resist the maximum pressure on the piston 
with a stress not exceeding 3,000 to 4,000 lbs. per sq in. 
- .....Go<«lc 
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Figs.£6, 97, iiS 
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When the cylinder covers are not very large, they have 
a single thickness stiffened outside by radiating ribs. Larger 
covers are made hollow with a double thickness of metal 
and stiffening ribs between. The cylinder cover bolts or 
studs may be calculated for a strain of 4,000 lbs. per sq. in. 
of net section, which allows a margin to resist stresses due 
to priming. (See I. § 8z.) The back end of large cylinders 
is cast with an aperture (A, fig, 27), to admit the boring 
bar, and this is closed by a cover. The pitch of studs and 
bolts may be about 4 V ^, to sVi where/] is the thickness of 
mecal in the cover. 

Fig. 29 shows a small engine cylinder with the arrange- 
ment of the various fittings. 

30. Clearance. — Clearance distance must be left between 
the piston at the end of the stroke' and the cylinder covers 
as a security against tbe displacement of the piston by the 
wear of its connections. The distance in inches left 
between the piston and cylinder cover at each end of the 

stroke may vary from i + — in small engines to i + — in 

IS 10 

laige engines, where « is the number of joints subject to 
wear between piston and crank shaft. 

The clearance space has an important influence on the 
action of the steam, and as the steam passages form part of 
the clearance space {regarded as space occupied by steam 
during expansion), they are reckoned with the cylinder 
clearance in estimating the clearance volume, or, as it is 
usually termed, simply, the clearance. The clearance volume 
is most conveniently given as a fraction or percentage of 
the volume described by the piston in a single stroke. 

Clearance Volume 

Percentage of 
Simple engines Cylinder volume 

Corliss valves . . , , . 2 to 4 
Double-beat valves . . . . 5 to 7 ■ 
Long slide with short passages . . i-S to 2■^ 
Ordinary slide 6 . to 13 

e,.H>^rc 



Pi*.-* 
i. Exhaust ; c. Jacket stpam pipe ; d, Jacltet drain j 
e. Cylinder drain ; /, Indicator. 
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Compound Hr 
Woolf with long slide and 

short passages . . 3 to 

Ordinary shdes . . ,. 7 to 1 

Gridiron slides ... 5 

Triple expansion HP . ip 

Slide valves . 10 to \z\ 1 5 to 1 



31. Hydraulic press fv/iWi/tf/T.— When the thickness of 
the cylinder is not small compared with the radius, the fol- 
lowing equation must be used (Part I, p, 48) : — 



Its 



3/-4i*) 
where / is the thickness of metal in the cylinder 
internal diameter ;/ the safe working stress on the material 
and/ the excess of internal over external pressure. 
Steel . . . / = 15,000 
Wrought iron . . . 12,000 
Cast iron .... S,ooo 

In many cases p is fixed by the conditions of the case. 
Then if the total effort of the ram p is also fixed, 



f=v6= 



and then t is ascertained by the equation above. Hermann 
has shown that there is a value of / for which the external 
diameter of the press cylinder is least, and obviously this 
makes the construction of the press cheap. Let d be the 
external diameter of the press. Then 

V if- tf 

\j&x= plJ. 



. J/J 
■ if- 
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and putting d'^ = 4P/t/. 

D_ /P /3 + 2JC 

This will be a minimum for x = J>jf = o'336. In 
other words, with the above values of the working stress, the 
working pressure should be 5,040 lbs. per sq. in. for steel; 
4,030 for wrought iron, and 1,700 for cast iron. la any 
case, if ^ = o'336i 

D = \-$d. nearly. 

32. Indicator diagram. Single cylinder engine, — By using 
an indicator on any actual engine a curve is drawn, the 
co-ordinates of which are the pressure and volume of steam 
in the cylinder at each point of the stroke. For a complete 
revolution the curve is a closed curve, the area of which is 
proportional to the work done by the steam on one side of 
the piston. In double-acting engines a corresponding 
diagram gives the work done on the other side of the piston. 
The mean vertical width of the diagram is called the mean 
effective steam pressure. It will be denoted by p„. 

\i pni is the mean effective pressure in lbs, per sq. in., 
A, the area of the piston in sq. ins., then p^ a lbs. is the 
mean effort driving the piston. If n is the number of revolu- 
tions per minute, / the length of stroke in feet, 2p^ an/ foot 
lbs. is the work done per minute, and the indicated horse 

I.H.P. = ^A,Aili. 

33000 

Now, in designing an engine it Is frequently convenient 
to draw an ideal indicator diagram, either in order to get a, 
value for the mean effective pressure, or to detennine the 
forces acting at any given point of the stroke. In drawing 
such a diagram, so long as mechanical and not thermo- 
dynamical problems are in question, it is almost always 
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iLccurate enough to assume that the expansion curve is an 
hyperbola. 

To draw an ideal diagram, take oa = cl (fig. 30), the 
length of stroke equivalent to the clearance ; a b the length 
of stroke, to any convenient scale of lengths. Now take 
a f on any other convenient scale to represent the initial 
absolute steam pressure (that is, gauge pressure + 14*7 lbs. 
per sq, in.). The initial pressure may be assumed at 7 to 10 
per cent, less than the boiler pressure, if there is no special 



k 



4m 



cause of loss. Now let c<f be the portion of the stroke, 
during which steam is admitted, so that a b\cd is the ratio 
of expansion. From d draw an hyperbolic expansion curve 
de, having ojc and eb ?a asymptotes. For any point of 
the curve the product of the co-ordinates = oh x hd. Set 
up a g, the back pressure A. which may be taken at a to 2^ lbs. 
per sq. in. for condensing engines and 16 or 16^ for 
non-condensing engines. Then edefg is the theoretical 
indicator-diagram for the conditions assum^i The actual 
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diagram will have some such foim as is shown by the shaded 
figure, and its area will be less than that of the theoretical 
diagram in a ratio to be determined presently. This 

ratio will be called the diagram factor i. The nominal 
ratio of expansion is adjcd!= r. But the real ratio of 
expansion is ablx d, and, in consequence of the clearance, 
this is less than the nominal ratio, sometimes considerably 
less. If/™ is the mean vertical breadth of the diagram, the 
work done per single stroke is the rectangle /„ x gf, and 
it is often convenient to deal with the mean pressure/,, 
instead of the diagram area, because we have not then to 
consider the unit of area of the di^am, which represents 
a unit of work. 

The value of/„ can be obtained directly by calculation. 
The real ratio of expansion is — 

I + el I +f 

I-. + fl = -^ +c 

From the known properties of the hyperbola, the area 
ax deb is — 

/i ():+ f) ^(i + log'-) 

where the logarithm is hyperbolic ; or 

a(~ + '^) /(i + 2-3 log r) 



where the logarithm is a common logarithm. Hence the 

area ^^rf*/ is 

/i(i + ^l[^ + ^■3log'-) -P^el-p^l. 

The mean breadth of the diagram, or mean effective 
pressure, is 

P^^h {(- +^) (i + ^■Slog'-)-^} -A 

The diagram-factor for single-cylinder engines varies 
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from 08 to o'9, so that the actual mean effective pressure 
to be expected in an engine will be o'S to 0-9 of the value 
given by the formula above. Generally it may be taken at 
0-85 of the value above for slide-valve engines of moderate 
size and 09 for large engines. If there is specially large 
compression or wire-drawing the diagram-factor may fell to 
07 or lower. 

Having now the means of determining the probable 
mean pressure for any assigned conditions of working, the 
I, H. p. of a given engine, or the area of piston for a given 
I. H. p. can be determined by the formula given above. 

It is desirable to point out that the vertical breadth of 
the diagram (fig. 30) is the pressure at a given moment 
of the forward stroke, less the pressure on the same side 
of the piston at the corresponding point of the return 
stroke. In those cases in which we have to consider the 
effort transmitted from the piston to the crank pin we require 
to know the pressure on one side of the piston, less the 
pressure at the same moment on the other side. To get 
this the back-pressure line must be drawn reversed. It is 
the same thing if the forward-pressure line of one end of 
the cylinder is combined with the back-pressure line of the 
other end. 

33. Provisional determination of mean effective pressure 
in a compound engine. — In the com pound -engine diagram 
it is convenient that the horizontal abscissEC should represent 
volumes of steam in the cylinder. Take 03; (fig. 31) to 
represent the initial steam pressure to any scale, oa the 
clearance volume cv in the low-pressure cylinder, ai the 
volume described by low-pressure piston. Letfrfbethe 
volume described by high-pressure piston at cut-off, so that 
a iijcd is the intended nominal ratio of expansion. If the 
diagram is drawn for the purpose of determining the cylinder 
volumes, any distances, a 6, cd, may be taken provided they 
are in the given ratio. Now draw the hyperbola dge and 
the back -pressure line / m. Then cdeml will be the total 

.....G"<.8l^ 
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work of the engine, and its mean vertical breadth will be 
the mean effective pressure reduced to the area of the low- 
pressure piston. From the mean pressure so obtained 
10 to 20 per cent, should be deducted to allow for the 
effects of compression, wire-drawing and waste expansion ; 




or, what is the same thing, the area should be multiplied 
by a diagram -factor t, such as is given below. The area 
divided by Im is the mean effective pressure reduced to the 
low-pressure piston. 

Let /„ be this mean effective pressure, corrected as 
' ,....Go<«lc 
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indicated, and a the area of the low-pressure piston. . Then 
from the relation 

a /- AN/ 
33000 

similar to that for simple engines given above, we can 
determine the i, h, p. if the diameter of low-pressure 
cylinder is known, or the diameter if the I, H. p. is given. 

If the clearance of the high-pressure cylinder is different 
from that of the low-pressure cylinder, set off xp ^ d V, the 
high-pressure clearance volume, and take pg = £d, the 
admission volume to high-pressure cylinder. An hyperbola 
tlm>ugh ^ is the high-pressure expansion curve. Take 
ikjpg, the required ratio of expansion in high-pressure 
cylinder, Then/yiA is the high-pressure diagram, which 
does not much differ in area from cdgf.' The line hg is 
usually drawn so as to approximately equalise the areas of 
the high- and the low-pressure diagrams. From the diagram 
now completed the mean effective pressures in each cylinder 
can now be obtained, and these may be corrected for com- 
pression and wire-drawing as before. 

The diagram-factor e, or ratio of the area of a pair of 
actual diagrams to the area cdemt, has been found for cer- 
tain cases to have the following values : — 

Diagram Factor 

Compound-receiver horizontal en- 
gine, with slide-valve, jacketed . . . 0-93 
„ „ „ unjacketed . . 083 

Tandem Woolf engines , , . 075 to o'83 

Worthington pumping-engine cylin- 
ders and receiver, jacketed . . 0-97 

The total nominal ratio of expansion in the diagram 
above is /^/a b and the real total ratio of expansion is 
oblxq very nearly. If, as is usual, the two pistons have 
the same stroke, then hk and a ^ are proportional to the 
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areas of the high-pressure and low-pressure pistons. A 
similar process will serve in provisionally designing a triple- 
expansion engine. 

34. More accurate cottslruclion of the indicator diagrams 
for a compound engine. Case I. Wool/ engine. — Supposing 
the sizes of cylinders and points of cut-off and compres- 
sion provisionally settled, then it is possible to construct 
much more accurate diagrams with a view of determining 
how far the engine complies with the required conditions, 
and especially how far there is any waste expansion or fall 
of pressure between the cylinders. 

In fig. 32, set off ab, the intermediate space r between 
the cylinders lao,^ 5', the high- and low-pressure clearance 
volumes, c, and Cb ; and 0-3, "sV the volumes described by 
the high- and low-pressure pistons v, and Vf Draw the 
crank-pin semicircles on 0^5, 'g'o'. 

On the vertical to the left take any distance to represent 
a revolution and divide it and the crank-pin circles into any 
number (conveniently lo) of equal parts. Number them in 
order, starting from the dead point We can now draw the 
curves of sines or of piston displacement, numbered o, -i, -z, 
. . . ., points of which lie on the intersection of horizontal 
lines through the points of the revolution line and verticals 
through corresponding points of the crank-pin circles. This 
line has this property, that the horizontal abscissa from the 
vertical through a gives the whole volume of steam in 
cylinder and clearance space, at any given point of the 
revolution. The two lines of sines are so placed that for 
those parts of the revolution, during which both cylinders 
are in communication, the horizontal intercept between the 
two lines of sines is the total volume of steam in the two 
cylinders and receiver. Now select and mark on the lines 
of sines the cut-off and cushion- points for both cylinders ; 
they are the points on the verticals through i and 5 of the 
high-pressure diagram, and through 1 1 and 14 of the low- 
pressure diagram. In the figure the high-pressure diagram 
,....Go<«lc 
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is drawn for an initial pressure of 100 lbs. per sq. in., and 
the admission line o 1 is horizontal. 1 3 iii an hyperbolic 
expansion -line for the assumed point of cut-off. The 
volumes are measured to the vertical through a in drawing 
this curve, because the steam is in the high-pressure cylinder 
and clearance. At z the high-pressure cyhnder opens to 
the receiver and there is a drop of pressure (2 3), which will 
be determined presently. The pressure at 3 is the initial 
pressure at i o in the low-pressure cylinder. During 3-4 
and lo-ii the steam expands in the high-pressure cylinder 
receiver and low-pressure cylinder, and its volume is the 
horizontal intercept between the two lines of sines. Thus 
the horizontal ■7-7' is the volume at those points of the 
revolution in the two cylinders. Calculating the pressure 
from the volume, it is to set it up on verticals through I 
■7 and 7' to give points on 3-4 and lo-ri. At the point I 
4, corresponding to 11, the low-pressure slide-valve closes, I 
and during 4-5 the steam is compressed in the high-pressure : 
cylinder and receiver. The volumes for this part of the 
revolution are found by measuring from the curve of sines 
to the vertical through b. At 5 the cushion-point is reached 
and the steam is compressed in the high-pressure cylinder 
only, the volumes being now measured to the vertical 
through a in determining the pressures for the compression- 
line 5-6. In fact 5-6 is an hyperbola, of which the vertical 1 
through a is an asymptote. I 

To complete the low-pressure diagram, draw the back- 
pressure line 13-14 with an assumed value of the condenser 
pressure. ii-i2 and 14-15 are hyperbolas, having the j 
vertical through b as an asymptote ; that is, the volumes are ' 
measured from the low-pressure cun'e of sines to the vertical | 
through b. 

A curve of pressures in the receiver has also been ; 
drawn in the same way. The shading of the upper part of 
the diagram indicates what volumes of steam are in action 



.i=.Goo>^lc 



Proportions of Steam-Engine Cylinders .47 




lig. ^.- Crankiala'= oi i3a° 



..Go<«lc 



48 Machine Design 

at any given momenL The horizontal breadth of the 
shaded part is the steam volume. 

Let p and v denote the pressure and volume of steam 
undergoing any operation of expansion and compression, 
then /v =. constant is the equation determining the 
indicator diagram curve. For any fraction of the stroke the 
values of p and v may be distinguished by subscript figures 
corresponding to those on the indicator diagrams in fig. 32. 
C, and Cb are the high-pressure and low-pressure cylinder 
clearance volumes, b is the volume of the receiver. 

At the end of admission the value of the product /v for 
the high-pressure cylinder is /, (v, + c,), and since tlie 
expansion is treated as hyperbolic, 

/j(va + <U=A(vi +c.) . . . <i) 

which determines the pressure at the end of expansion. 
Release takes place at 2, and the steam in the cyUnder 
mixes with that in the receiver. But the receiver was cut 
off in the previous stroke at j, and hence the product / v 
for the steam in the receiver is /g r. Hence, during the 
period 3-4 the value of / v for the steam acting in the two 
cylinders conjointly is 
P\ (Vi + c.) + /* R = Pi (Vj + C. + R + Cb). . (2) 

an equation which determines /j when we have found the 

value of/5. 

The small quantity of steam /,jCb in the clearance 
space of the low-pressure cylinder is neglected for simplicity. 
The steam now expands in the diminishing high-pressure 
and increasing low-pressure cylinder volume, plus the 
clearances and receiver. Then 

P< (V4 + C. + R + Cb -)- V„) =/, (V, + C.) -1- A R (3). 

The low-pressure clearance and cylinder is now cut off, 
and during 4-5 the value of /v for the steam iii the 

high-pressure cylinder and receiver is p^ {Vj -f c^ + r), 
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Hence 
A{Vs + c, + R)=A(v, + (\ + r) ... (4) 

p,=p^ Y»Jl5'.-+«; 

V, + C. + R ' 

putting this in 3, we get an equation which determines /ip 
Then from {2) we can determine /j. Thus all the points 
on the high- pressure diagram are fixed. 

In the low-pressure cylinder during 10- 1 1 the pressures 
are the same as on 3-4 for corresponding parts of a revolu- 
tion, that is, for points on the same level on the two curves 
of sines. From ti-12 the value of ^ v is /n (Vi, -1- Ci,), 
the volumes during expansion being measured from the low- 
pressure clearance line. At 12 there is release to the 
condenser. 13-14 is the condenser back-pressure line, and 
14-15 an hyperbola for^ov =/m (^u + Ct) = p^.,c^, 

35. Case II. Indicator diagram for a receiver engine. 
Cranks at 90°. — Begin as in the previous case, setting off 
horizontally the high- and low-pressure cylinder volumes 
v. and v^ the clearance volumes c, and c,, and the receiver 
volume R. Take on the vertical through '5 a length to 
represent a revolution and divide it into ten parts. Draw 
the crank -pin circles and divide them similarly, remembering 
that the points -5 of the high-pressure crank and -5' of the 
low-pressure crank are at right angles ; that is, at half a 
revolution, if the high-pressure crank is horizontal, the low- 
pressure crank is vertical The numbering of corresponding' 
points is then easy. 

The high-pressure diagram (fig. 33) is drawn for an 
initial pressure of 140 lbs. per sq. m. The admission line 
o-i is horizontal ; 1-2 is an hyperbolic expansion curve, the 
volumes being measured to the vertical through a. At 2 
there is a drop as the receiver opens, which will be deter- 
mined presently. During 3-4 the volume in the high- 
pressure cylinder is, diminishing, and it is open to the 
receiver. The volumes are measured fronii the high-pressure 
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curve of sines to the vertical through b. At 4, mid-stroke, 
there is a second &1I of pressure as the low-pressure 
., clearance opens, and this will be determined by calculation. 
At 5 the low'pressare cylinder opens to steam at mid-stroke 
of the high-pressure cylinder. The volumes for the curves 
5-6 and 10- 1 1 are the horizontal intercepts between the 
two curves of sines, the cylinders being in communication. 
6 is the chosen cushion-point for the high-pressure cylinder, 
and 6-7 is an hyperbolic compression curve with the vertical 
through (X as an asymptote. 

For the low-pressure diagram, during 11-12, the cylinder 
is in communication with the receiver. The steam expands, 
the volumes being measured from the low-pressure curve 
of sines to the vertical through a. Now draw the back- 
pressure line 14-15. Then 12-13 ^"^ 13-16 are hypertwlic 
expansion and compression lines having the vertical through 
^ as an asymptote, and the volumes are measured from the 
curve of sines to this line. 

As before, a curve of receiver pressure has been drawn, 
and the shading of the upper part of the figure indicates 
what volumes of steam are acting in either cylinder at any 
moment. 

To determine the points on the diagram we have the 
following equations. During 1-2, expansion in high- 
pressure cylinder, 

A(v, +C.)=/a(v. + c.). . . - (S) 
During 3~4, compression in high-pressure cylinder and 
receiver, 

A(Vi + C.-fR)=/4(v4 + c^+R) ... (6) 
At 4, midstroke of the h. p. cyUnder, the l. p. cylinder 
opens, and there is a drop from the steam filling the 
clearance space of l. p. cylinder, in which the product /V 
has the value/ifi c^ Then 

>».6Cb + A (V, + c. -I- r) =A (v, -I- c. -t- r -1- Cb) (?) 
During 5-6 and 10-11 
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/,,(V4 + C. + R + c^)=AK + c.+ R + Cb + V,|)(8) 

At 6 compression begins in the H. p. cylinder, and 6-7 is 
an hyperbola with the vertical through a as asymptote. The 
H. p. diagram can now be completed ; for if the l. p. back- 
pressure line 14-15 is drawn, and 15-1635 an hyperbola 
'with the vertical through ^ as an asymptote, the quantity 
^ig c,. is determined, ^ 

To complete the L. P. diagram. During 11 -12 the 
steam expands in receiver and l. p. cylinder, 

A (r + Cb + v„) =Ai<Vi3 +c, + r) . (9) 

At 12 cut off in L. p. cylinder occurs, thence the steam 
expands in t P. cylinder only. 

-/i*(v^. + c.)=/,i(v,, + c,) .... (10) 

For the drop of pressure in the H. P. Cylinder we have 
the equation, since /,.j is the pressure in receiver when 
expansion into the l. p. cylinder ceases, 
A(V2 + c.) +/i2R=A(vi + c, + R) . . <ii) 

The simultaneous equations are a little troublesome, but 
only require patience for solution. 

For a triple engine a similar process may be used, two 
pairs of diagrams being drawn, one for the h. p. and i. p. 
cylinders, and one for the 1, p. and l. p. cylinders. 
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CHAPTER III 

LINK WORK— CRANKS AND ECCENTRICS 

36. According to the most modem views of tlie nature 
of a machine, it consists of a series of pairs of elements 
linked together into one or more kinematic chains. The 
cylindrical journal and its pedestal form at once the com- 
monest and most typical example of a pair of elements. If 
the pedestal is fixed, the journal can rotate and can have no 
other motion. A pair of elements in which the relative 
motion is thus fixed is called a ' closed pair,' and in machinery 
the only pairs which are useful are pairs which are closed 
either geometrically or virtually by constraints which prevent 
any relative motion other than the definite relative motion 
required. Suppose a series of pairs taken and linked, one 
element of one pair to one element of another pair. We 
get a kinematic chain. Such a chain is termed a 'closed 
chain,' if any one link being fixed all the other links have 
one definite motion, and one only, relatively to the fixed or 
frame-link. Obviously, only closed chains are useful in 
machinery, because definite motions are to be given to the 
working tools or other driven parts of the machine. 

The simplest of all kmematic closed chains consists of 
four cylinder pairs (or journals and bearings) linked tc^ether, 
as shown in fig. 34, the fixed link being shaded. As 
drawn, i rotates and c oscillates relatively to the frame- 
link; (/has a more complex motion. Links like ^ or;- are 
termed ' cranks ' or ' levers,' and links like d, the bearings of 
which do not rest on the frame but on other moving pieces, 
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and which have in general a more complex motion than pieces 
resting on the frame, are called 'connecting' or 'coupling 




rods.' The chain shown in fig. 34 may be recognised as 
being identical with the half-beam c, the crank 6, connecting 
rod d and column and entablature a of a beam engine. 

Such a simple closed chain is capable of various trans- 
formations. The relative size of the parts may be changed 
sometimes with important results. If the fixed link is 
changed, the chain is said to be inverted, and then, although 
the relative motion of each pair of links is unchanged, the 
genera] motion of the whole mechanism is often quite 
different. Thus, if the short hnk li, fig. 34, is fixed, we get 
two completely rotating cranks linked together (see b, fig. 35). 
The mechanism is identical with that of the drag-link 
coupling used to connect two shafts not exactly in line. If 
the link c, fig. 34, is fixed, we get two levers, having only a 
limited range of oscillation (see c, fig. 35). Some forms 
of Watt's parallel motion are identical with this chain 
K fig- 35)- 

37. Suppose that now the chain of fig. 34 is changed by 
substituting a slide block and slide bars for one pair of 
cylindrical elements. Then we get a chain (fig. 36) ex- 
ceedingly common in machinery, and easily recognisable as 
identical with the direct-acting engine mechanism. Here a 
rotating crank, b, gives straight-line motion to the slide- 
block (■ and crosshead, or vice vend. There are three 
cylinder pairs and one sliding pair. If tliis chain is inverted, 
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we get, by fixing the link d, a mechanism identical with 
that of the oscillating steam engine (fig. 35, e) ; by fixing d, 

INVERSION OF. CHAINS 



FOUR CYLINDED PAIR tHAIN 

WATT. PABAUEl. KOTiei 




a mechanism used at one time to get a slow forward and 
quick return motion for planing machines (fig. 35,/); and 
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by fixing c, a mechanism which has been utilised in the 
pendulum steam pump. This chain is known as the ' single- 
slider crank chain,' 





rig.i9 

By replacing two of the cylinder pairs in fig. 34 by 

sliding pairs we get the double-slider crank chain shown in 

fig. 37, recognisable as 

identical with some forms 

of steam-pump, and this 

again takes other forms 

3 ^1 inversion.! 

38. Piston displace- 
ine/tf.—'Letedg&g. 38, be 
the crank-pin circle, and 
dc the connecting-rod 
Fig. 37 length. If we take « a = 

gb=dc, then ab is the 
path of the crosshead, and this for all practical purposes is 
the path of the piston, which is rigidly attached to the cross- 
head. If o rf is any position of the crank, then c is the corre- 
sponding position of the crosshead, found by striking an arc 
withif as centre and rffasradius. Since <^=a^, itis often 
convenient to take eg as representing the path of the piston. 
Then/ is the piston or crosshead position corresponding to 
c, and is found by striking an arc with centre c and radius 
cd. Obviously /divides eg in the same ratio that c divides 
a b, and /^ = ■: ^ = j: is the displacement of the piston from 
I A much fuller account of Reuleaui's analysis of machines will be 
found in Colterill'a ' Applied Mechanics ' and Kennedy's ' Mechanics 
□f Machineiy.' 
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the beginning of the stroke. Draw dh perpendicular to eg. 
Then /A is in general not large compared with the stroke. 




If rf^were indefinitely large, /would coincide with h, and 
the distance fh would vanish. Hence fh may be called 
the error of displacement due to the obliquity of the con- 
necting rod. In double-slider crank chains, which are kine- 
matically identical with single-slider crank chains having 
indefinitely long connecting rods, h moves exactly in the 
same way along eg that the reciprocating parts move along 
their stroke path. In many problems about single-slider 
crank chains it is a sufficient approximation to neglect the 
distance /A, and to take h as corresponding to the position 
of the piston or crosshead when eg is the stroke. 

If ris the crank radius od, /the connecting-rod length 
e d, p^——, the ratio of crank to connecting rod, which is 

usually between 2/7 and 1/5 ; 6 the angle the ctank makes 
with the line of stroke 
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a: = ^(i-cose)±/[i-v'i-p»sin»fl] 
where the + sign is taken if fl is measured from the inner 
and the — sign if fl is measured from the outer dead point, 
X being measured from the dead point. For flsgo", x= 
r±ii -^. If p=o. x=r (i-cos e). 

39. Paton or crosshead velocity. — In a number of cases 
the velocity, v, of the crank-pin in the direction of its path 
may be treated as constant, and then the velocity, v, of the 
crosshead varies. Draw c\, d\, perpendicular to the direc- 
tions of motion of c and d, then 1 is the instantaneous axis 
of rotation of the connectii^ rod, the point about which 
the connecting rod is rotating at the moment. Hence 
vj\ ■=cildi. Produce the connecting rod to meet the 
perpendicular to the line of stroke in A.' Then from- the 
similarity of triangles akd, d\c, zifv =sokjod. If to any 
scale o d represents the crank-pin velocity, o k represents to 
the same scale the piston velocity. Obviously 
f-v sin(f + ») 
cos^ 
or approximately 

p = V sin e (1 ± ,. cos 9), 
and if the obliquity of the connecting rod is neglected, 



Graphic representation of piston or crosshead velocity. — 
I^t o d, fig. 39, be the crank length r, and dc the connecting- 
rod length I, as before. Take df^ v, the crank-pin velocity, 
draw fg parallel to the connecting rod to meet a, per- 
pendicular to tho line of stroke in g. Then eg is the 
crosshead or piston velocity v. If the ordinate, eg, is 
found for several positions of the crank, the locus of ^ is an 
oval curve, which becomes an ellipse if the connecting rod 
' The construction is still conect if the line of stroke does not pass 
thiough o. 
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is indefinitely long. This is the curve of piston velocity 
with abscissa = piston displacement, and ordinate = piston 




velocity. It is sometimes convenient to set off cg = voa 
the crank at o e. Then the locus of « is a kind of lemniscate 
curve which becomes a pair of circles for the case of a very 
long connecting rod. This is the polar curve of piston 
velocities, the vector of the curve in the direction of the 
crank being the piston velocity. The maximum piston 
velocity occurs very nearly when the crank and connecting 
rod are at right angles. 

40. Crank and connecting rod. Forces acting at cross- 
head and crank pin. — In steam engines the crank is driven 
by the steam pressure on the piston transmitted to it throi^h 
a connecting rod. If effort is defined to be the component 
of the forces actii^ at a joint or pair of elements, which is 
in the direction of motion, and if, further, the forces due to 
inertia of the moving pieces and the smalt frictional resist- 
ances are neglected, then the principle of conservation of 
energy shows that the efforts at two connected joints are 
inversely as their velocities. 

If/ is the effective steam pressure on the piston in lbs. 
per sq. in. (that is, the excess of pressure on one side over 
back pressure on the other) and a the area of the piston in 
sq. in., then v=p a is the total effort at the piston. We 
may call/ the effort reckoned per unit of area of piston, 
and in what follows the other efforts will for convenience be 
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reckoned in the same way ; that is, they must be multiphed 
by the piston area to get the total effort. If r is the crank 
radius, the crank pin travels 2 jt r in one revolution while the 
piston travels 4 r. Hence, the mean effort on the crank pin 
is less than the mean effort on the piston in the ratio Of 4 : 
2 jr or 2 : IT. If /„ is the mean effective steam pressure 
during a revolution, the mean crank-pin effort is i'm=3/n,/5r, 
both reckoned per unit of piston area. 

Since the crank radius is constant, the twisting moment 
on the crank shaft is proportional to the effort at the crank 
pin, and the mean twisting moment is ('„R=2/,n r/it. 

In determining the strength of the machine parts, it is 
not enough to know the mean efforts and moments ; it is 
necessary to examine the forces transmitted in all positions 
of the mechanism. 

Deahng first with the connecting rod, ietL be the length 
of connecting rod, and put «=l/r. Then « in actual 
engines is rarely less than 3^ or more than 6, though in 
some special machines it has a smaller value. If /3 is the 
angle b a c in iig. 40, then the piston pressure P acting on 
the crosshead a is balanced by a pressure p Ian (i normal 
to the slidebars and a. thrust p sec /J along the connecting 
tod. Reckoned per unit of piston area, these forces are/ 
tan ^ and/ sec /3. Resolving the connecting-rod thrust at 
the crank pin e into an effort / tangential to the crank-pin 
circle and a radial thrust r along the crank, we get 

COS /3 
cosJM-l) 
■^ cos/3 

where / and r are again reckoned per unit of piston area. 
These expressions are not very convenient 

41. Approximate treatment of the forces acting on crank 
pin. Steam pressure assumed constant and obliquity of con- 
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necitng rod Mg&cUd.— Lets S {fig. 40) represent on any scale 
the stroke of the engine, Aq to any scale the steam pres- 




sure / per sq. in., which for simplicity is assumed constant 
through the stroke. Then the indicator diagram is the rect- 
angle s D D S, Let C B, B A, be the position of crank and 
connecting rod at any instant. For more simplicity, suppose 
the obliquity of the connecting rod neglected so that the 
thnist of the connecting rod, / per unit of piston area, is 
taken to be acting at b in the direction of the arrow 
parallel to the line of stroke a c. The pressure / at b is 
balanced by the tangential resistance f of the crank to rota- 
tion and by the radial thrust r along the crank. If, there- 
fore, b/ is taken equal to ^ and the parallelogram of forces 
completed, it is seen that 

/ = / sin fl 

r = ^ cos 

where is the angle through which the crank has turned 
from the beginning of the stroke. The values of i and r 
vary as the crank turns, but the expression for them under 
the stated restrictions is very simple. 

Now suppose the construction shown in fig. 40 repeated 
for several positions of the crank. In fig. 41 take b parallel 
to the crank c B in fig. 40, and along this measure o /=the 
tangential effort B /. All the points / corresponding to dif- 
ferent crank positions will lie on the circumference of the 
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full circle otf, and for the return stroke on the lower Ml 

circle. These two circles, therefore, form a polar diagram 

,^— ^i— ~K.^ of crank-pin effort, the vector 

/^ y^-^N. \^ parallel to any crank position 

/ ^^-- y^'fc'<r^ being the tangential effort for 

1/ \\^^ \ \ that position. Similarly, if we 

■ \"fy\\ /^ "^^ o r = the radial thrust b r 

\ ''T ""-4- ' ^' and repeat the process for 

\.^ V '' / other crank positions, the 

'"'—---"" points r for the forward and 

return strokes will lie on the 
dotted circles, which are polar diagrams of radial thnisL 

The twisting moment on the crank shaft is equal to ^ r 
or B / X c B in fig. 40. But as the crank radius is constant, 
the twisting moment is proportional to B /=/. Hence the 
full circles in fig. 41 also represent polar diagrams of crank 
shaft twisting moment. 

The polar curves are easily drawn directly without going 
through the construction shown in fig. 40, and give in a very 
convenient way thevariation of crank-pin effort, radial thrust 
and twisting moment for every position of the mechanism. 
The simplicity arrived at, however, is due to assuming the 
steam pressure constant and neglecting inertia and the con- 
necting-rod obliquity. 

42, Correction of approximate diagram of piston and 
crank-pin effort for inertia. — There is, however, one factor 
which greatly modifies the forces at the crank piru In 
engines, and especially in high-speed engines, the inertia of 
the heavy parts connected with the crosshead, and recipro- 
cating with it, greatly alters the distribution of the crank 
effort during the stroke, although the mean value for a semi- 
revolution is not altered. During the earlier half of the 
stroke the velocity of all horizontally moving pieces is accele- 
rated and during the later half retarded. Part of the steam 
pressure is used in accelerating the heavy reciprocating parts 



Linkwork — Cranks and Eccentrics 63 

in the earlier half of the stroke, and during the later half the 
pressure required to retard them forms virtually an addition 
to the steam pressure. 

Suppose, as before, the obliquity of the connecting rod 
neglected, and that we have only to do with a horizontal 
variation of the velocity of the moving pieces. 

In steam engines the variation of crank-pin velocity is 
very small. Let V be the constant velocity of the crank 
pin and r the radius of the crank. Then for the position 
c B of the crank {fig. 40), the horizontal velocity of the 
crosshead a is v sin 0. Then the acceleration horizontally of 
the connecting rod, crosshead and piston is 

rf(vsinfl ) ^ rf(vsinfl ) de 
dt dH ' dt 

=v cos 9 y. It, where w is the angular velocity of the crank ; 
or putting •>= -, the acceleration is -^°-.—. Now let w 

R R 

be the weight of the horizontally moving parts in lbs., 



Or if w is the weight of the horizontally moving parts in lbs. 
per sq. in. of piston, the accelerating force, in lbs. per unit 
of piston area, is— 

w V* cos fl 

g' "r~' 

which for ti^o", or 180° becomes 



For any position A of the crosshead, when the crosshead 
has moved a distance, 

ar=AS=R (i-cos (t) 
the ordinate of a curve representing the accelerating force is 
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the equation to a straight line. Hence, if s f, s f' are taken 

equal to ±^ . — - on the same scale as that used for the 
g R 

steam pressure, and f r" is joined, then the effective force 
at the crosshead driving the crank, reckoned per unit of area 
of piston, is the vertical ordinate p of the figure f d d f'. 
In this case the curves of tangential and radial pressure are 
no longer circles. 

It is worth while to get at the forces acting at the crank 
pin in the simple way here adopted as a first step. But 
obviously very arbitrary assumptions have been introduced. 
For practical purposes the forces acting must be determined 
more accurately, whether we are considering the dynamical 
action of the engine or require to calculate the strength of 
the parts of the mechanism. If the assumptions made 
above are abandoned, the algebraical expressions for the 
forces acting at the crank pin become very complex. But 
they can be determined graphically without difficulty. 

43. Forces acting at the crank pin when the steam pressure 
varies during the stroke and the obliquity of the connecting rod 
is taken into account. — The first restriction to get rid of is 
the neglect of the varying obliquity of the connecting rod. 
Still leaving on one side the influence of the inertia of the 
parts and the friction, the efforts at two joints are inversely 
as their velocities. Hence the methods already described 
for finding the velocity ratio of two joints serve also for 
determining the ratio of the efforts. Let cb, ba (fig. 42), 
represent as before any position of the crank and connect- 
ing rod. Let SD DS be an indicator diagram, ss being the 
stroke of the crosshead, and s d the initial steam pressure. 
Produce c B, and a perpendicular at A to s s, to meet in i. 
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Then t is the point about which the link ba is rotating at 
(he instant considered. If v is the velocity of B and v the 
velocity of a, ■ 
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Let /, the ordinate of the indicator diagram, be the pressure 
acting at a, and t the tangential pressure at b ; then 

Take B^ =/ ; draw b c parallel to ba, 



t = C A. 

Values of / found for all points of the stroke give the 
dotted curve Sfs. If the values of / are laid off on the 
corresponding positions of the crank, we get the oval curve 
shown by a full line on the left, which corresponds to one 
of the full circles in iig. 41. The return stroke would give 
a similar curve below the horizontal line. 

Set off / tangential to the crank-pin circle at b, and 
complete the parallelogram of forces. We thus get the 
radial component r of the crank-pin pressure, and the 
resultant pressure/, along a b on the crank pin. 

If this construction is made for several positions of the 
crank, it will be seen that the tangential component / 
vanishes when the crank is at the dead point, and, except 
when the pressure on the piston diminishes before half- 
stroke, it reaches its maximum when the crank and con- 
necting rod are. at right angles. Its maximum value, if 
R = crank radius and l = connecting-rod length, is. 



/r' + l" 



(0 



Since L is usually 4 to 5 times k, I y, 

/.^,= roztoio3/ . . . (2) 
The radial component r vanishes when the crank and j^ 
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connecting rod are at right angles and is greatest and equal 
to / when the crarik is at the dead point. 

44. Curve of force due to inertia of reciprocating parts, 
when the obliquity of connecting rod is taken into account. — In 
fig. 43, s s represents the stroke, and a a, determined as in 
§42, is the curve of force due to inertia for the case of an 




indefinitely long connecting rod. When the connecting rod 
is short (say 3^ to 5 crank lengths) the inertia curve takes a 
form like A /•, if we treat the reciprocating parts as having 
a horizontal motion identical with that of the crosshead. 
The piston, piston-rod and crosshead all move horizontally 
together, hut the connecting rod has a horizontal motion a 
little different. However, the error of the assumption above 
is not important unless the connecting tod is very short. 

To determine the curve bb, various methods are avail- 
able. For instance, if the curve of crosshead velocity is 
first drawn, the principle explained in I. § 22, p. 37, may 
be used. The subnormal of the velocity curve at any point 
is the acceleration at that point. For most practical pur- 
poses, however, it is suflScient to determine the three points 
bdb and draw a flat curve through them, and this is very 
easily done. 

At the ends of the stroke the force due to inertia has 



already been found to be ; 



reckoned per unit 
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of area of piston and neglecting the obliquity of the connect- 
ing rod. When the connecting rod is « cranks in length, 
this expression becomes, as will be shown presently, 

i- R V »J 
for the inner dead point, and 



g ^ \ ~^) 



for the outer dead point' Set off s^, s^, equal to these 
values. The point d is the position of the cmsshead when 
the connecting rod and crank are at right angles, which 
is easily found by construction. The three points ^(^^ 
through which the curve is to be drawn are therefore 
determined. So long as « > 4 these three points determine 
the inertia curve accurately enough for most practical 
purposes. 

In fig. 42 a curve of force due to inertia e e has been 
drawn to the same scale as the indicator diagram. Then 
the effective horizontal force at the crosshead driving the 
crank, estimated per unit of piston area, is the intercept j>' 
between duo and e e. Using this instead of /, and using 
the method shown in fig. 42, we get ^ as the value of the 
crank -pin effort after allowing for inertia. Values of /* found 
for successive positions of the mechanism give the shaded 
curve of crank-pin efforts, and these, set off on the crank 
positions, give the dotted polar curve (on the left) of crank- 
pin efforts or twisting moments. 

45. Exact dekrmination of the influence of inertia on the 

diagram of crank-fin effort. — The most important effect of 
inertia arises from the resistance to acceleration of the re- 
ciprocating masses when considered as having a transla- 
tional velocity v parallel to the line of stroke. But, besides 
this, the connectir^ rod exerts a centrifuge pull on the 
■ See also Kennedy, ■ Mechanics of Muchineiy,' p, 355. 
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crosshead pin and a resistance to angular acceleration. An 
exact determination of the forces thus arising was given by 
Prof. Fleeming Jenkin ('Trans. Roy. Soc.' Edinburgh, vol. 
xjiviii. p. 711). 

A method most convenient for arithmetical calculation 
will be given first, and then a graphic method generally 
more convenient for practical purposes. 

Let A B ^ R be the crank radius ; b c = l the connect- 
ing-rod length, G the centre of gravity of the connecting 
rod, and H its centre of percussion. Then if c g = i, and k 
is the radius of gyration of the cormecting rod, c H := k'jiv 

Let V s= velocity of crank pin b and v the velocity of 
crosshead c, 9 = angle b a c, a = angle b c a, and let / be 




the time from the beginning of the stroke. The angular 

velocity of the crank, which is taken to be constant, is «=v/k 

= d9ld t. The angular velocity of the connecting rod is 

dajdt and its angular acceleration d'^ajdfl. The trans- 

lational velocity of the reciprocating parts is n = dxjdt, and 

the translational acceleration is dvjdt = d^ xjd fl. For 

simplicity put l/r = n or L = n R. 

„ . -' BN ■ -' /sine\ 

Now a = sm — = sin ( — 
DC \ n J 

d« _ cos a dH 

dt V(«'— sin»tf)' dt 



(3) 
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Differentiating again and remembering that d^ d/d /* : 
eget 

rf»a _ _ sin^(«* ^i) (dey . . 

dfi (»*-sin»tf)'" U'i " " 

But j: = AC = AN + NC 
= R COS » + L COS n 

dx ■ „rfe da 

V= -- = - RSinP^ - -LSma "- 

d f d t 4 1 



-e^)'-— (^f 



Substituting the values above and putting & sin for 
I, sin a and r V ("' ~ ^if^ "} f^'' ^ <^^s '^ ^^ obtain finally 

1* cos a B + sin* $ \ 



cos 8 J 



(.'-sin' I,).- 



1 „ n- cwi ^ " -r Sill o I m . . ■ 

= -«i'"" + Ti?:riB.i),. }-■ • • (s) 

Let/= K R w'. Then k has the following values. The 
signs are given so that + values correspond to forces to be 
added to the steain pressure on the piston and — quantities 
to forces to be deducted from the steam pressure, in finding 
the effective thrust or pull at the crank pin. 

Forward stroke from inner dead point, 



Augle 



45" 
90= 



-(-^) 



{• 


°'n 


0-25 


,._o-5>>» 
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■rr 
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135° 






Return stroke ftom outer dead point. 

Angle K 



■{■'°'-<-^ 






*'5 '7*7 + („*_o-5r 

36o<* I + ^ 

In the return stroke the values are those of the forward 
stroke in reverse order. From these equations the values of 
/for five points of the stroke are easily calculated for any 
ratio n of connecting rod to crank. 

Let Wj be the mass in lbs. of the piston, crosshead and 
ptho" parts which have a simple motion of translation, and 
w, the mass in lbs. of the connecting rod, which will be re- 
garded for the moment as having a simple motion of trans- 
lation also. Let wi a/jbe the same quantities reckoned per 
unit of piston area. Then the total resistance to transla- 
tional acceleration is 

(wi -t- Wj)/^ or {w, -I- a',)/.g-, 
according as we want the total force or the force per unit of 
piston area. This acts away from the centre of the crank 
shaft if -f and towards it if — , and is to be deducted from 
or added to the piston effort in estimating the thrust trans- 
mitted to the crank pin. 

But the connecting rod has not a simple motion of 
translation. It may be regarded as having a motion of 
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translation with velocity v parallel to the line of stroke, 
combined with a rotation about the crosshead pin. Hence 
the force due to acceleration is the resultant of three com- 
ponents : (i) a force f, (fig. 44) required for the translational 
acceleration acting at g parallel to the line of stroke, and 
which has been included in the expression above, (a) A 
force Fi equal and opposite to the centrifugal force and 
acting along the rod towards the crosshead. (3) A force Fj 
required for angular acceleration acting at h at right angles 
to the rod. 

The values of these forces can be at once written down. 
_ Wj d'' X ■ 
' g d f 



=?-(^y 



Fj = - 






If these are to be taken into account they must "be 
separately calculated and combined graphically. 

46. Exact graphic construction of curve of forces due to 
translational inertia of reciprocating parts. — The simplest 
direct construction for determining the forces due to trans- 
lational inertia is that of Rittershaus {' Civilingenieur,' xxv. 
s. 461). The acceleration of c is found as the difference of 
F E and E A, which are obtained by producing the connecting 
rod to meet a perpendicular through a to the line of stroke 
in D ; then drawing D E perpendicular to d c and d f 
parallel to B E. 

In fig. 45 this construction is given for the case of an 
exceptionally short connecting tod, to show in a marked way 
the alteration of form of the curve as the ratio l/r 
diminishes. 

Let A B be the crank, b c the connecting rod of an ordi- 
nary horizontal engine, fig. 45. Produce the crank so that 
A z is perpendicular to b's direction of motion, and draw C z 
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perpendicular to the line of stroke and to c's direction of 
motion. Then z is the instantaneous axis of the link b c, 
and, as is well known, putting V for B'svelocity and V for c's 
velocity, 




Produce CB to meet a perpendicular ad to the line of 
stroke A c. Call r the crank radius a b, i the intercept a d. 
Then from similar triangles 



-^> 



Draw D E perpendicular to d c, and d f parallel to b e. Let 
hc.=x and the angle a c b = «. Then 



differentiating with respect to the time 
dt U/ di cos=.. dt 
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't,- 


=e)' 


and the acceleration /is 




■' di ¥. cos' 


-/n-{ 




- — . ButBZ = R.^. 
BZ BD 


Hence 


da 


V BD 



©■ 



consequently, 

dt \r/ I cos' a BC J 

or for the scale which makes v = r 

rfw _ _ / x_ B^ _ ,£ 1 

dt \ cos* a BE X i' 

But by construction 



consequently, 

/=- |fe-ea(. 
For the dead points, at which the construction &ils, since 
a = o, we have for the inner dead point 
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for the further dead point 

B C / 

Hence, (or the inner dead point, on the scale for which v = r, 

/.=§! = -<'+»)" =-«^+") 

and for the outer 

^ -S?=<'- «)? = «(■ -7> 
Let w be the weight of the horizonully moving parts 
per unit of piston area. The whole accelerating force, per 
unit of piston area, is 

S ' 
we have therefore only to measure the values of/ on a scale 
for which V = R, and multiply them by - to get the values 
of the ordinates of the acceleration curve e e in fig. 42- 




■ 47- Determtnatton of curve of crank pin effort or twisting 
"wment when (he mdicaior diagram of the engine is given. — 
Let fig. 46 represent a pair of indicator diagrams as ordi- 
narily taken; Fot the forward stroke abc is the forward 
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pressure in the ba.ck end of the cylinder and de/tha simul- 
taneous back pressure in the forward cylinder end. The 
vertical intercept between these lines is the effective forward 
pressure at any instant. These vertical intercepts have been 
set off from the horizontal a*,fig. 47, to form thefigureaAA/e, 
which represents the effective forward thrust, due to steam 
pressure, at the crosshead. It will be seen that at the ciank 




end, for a very short part of the stroke, the pressure is n^a- 
tive. The di^;ram has now to be corrected for the inertia 
of the reciprocating parts. 

In fig. 47, fg is the curve the vertical ordinate of which 
is the force due to inertia, reckoned like the steam pressure 
per unit of area of piston. During a little less than half the 
forward stroke the force due to inertia is negative, but is set 



Linkwork -^Cranks and Eccentrics "j"; 

off upwards so as to be deducted from the steam pressure. 
Similarly, during the rest of the forward stroke the force due 
to inertia is positive, but is set off downwards so as to be 
added to the steam pressure. Finally, then, the vertical in- 
tercept between ahkl xaA/gis the effective forward pres- 
sure, including the effect of inertia. For convenience, these 
vertical intercepts have been set off to form the shaded figure 
abed, the ordinates of which are the real effective forward 
pressures after adding or deducting the force due to inertia. 
Similarly tV <^ d' 'w, the corresponding figure for the return 
stroke. It is the ordinates of these figures which are to be 
used in the construction shown in fig. 42 in finding the real 
crank efforts and crank shaft twisting moments. 

48, Combination of effort curves for two or more engines. 
—Suppose there are two engines at right angles. Then it 
is convenient to draw the piston effort curves, such as those 
in %. 47, in positions at right angles, and so to obtain the 
polar curves for each engine in a convenient position for 
adding the vectors corresponding to each engine to obtain 
the combined polar curve. This has been done for a com- 
pound engine with cranks at right angles in fig. 48. 

If the engine is a compound one, a further reduction 
must be made. Either the high-pressure diagram is drawn 
to natural scale, and for the low pressure the pressures are 
reduced to equivalent pressures on the high-pressure piston, 
or else the low-pressure diagram being drawn to natural 
scale, the high-pressure diagram pressures must be reduced 
to equivalent pressures on the low-pressure piston. If the 
low-pressure piston area is n times the high pressure, then 
either the low-pressure diagram ordiuates must be increased 
ill the ratio » : i or the high pressure reduced in the ratio 
I : «. Then an ordinate on either diagram represents the 
piston effort in lbs. per unit of area of the piston to which 
the pressures are reduced. In the figure the curves a with 
a simple line are the steam pressure and inertia curves as 
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in fig. 47. The resultant piston efforts are given by the 
dotted curves b. The curves c are the true pi^on effort 
curves corrected for inertia for the h.p. cylinder and d 
those for the L.P, cylinder. Adding the ordinates of these 
in the polar diagram, the curve of total effort e due to both 
engines is obtained. The dotted circle f is a curve of mean 
effort 

49. Direct influence of ike wtigkt of reciprocating parts in 
vertical engines. — In vertical engines the weight of the piston, 
crosshead, &c. acts in the same direction as the steam 
pressure in the downward stroke and in the opposite direc- 
tion to the steam pressure in the upward stroke. If w, + w^ 
is the weight of the reciprocating parts reckoned per unit of 
piston area, then the effective piston effort is increased by 
ai) + Wj throughout the down stroke and diminished by the 
same amount throughout the up stroke. The correction for 
this action of the weight is most conveniently made by 
shifting the base line of the piston effort diagram a distance 
If I -I- Wj so as to increase the area of The top and diminish 
the area of the bottom diagram before drawing the inertia 

The total weight W| + Wj per sq. in. of piston is about 
2 to 4 lbs. in most engines, occasionally reaching 6 lbs. 

50. Advantages and disadvantages of the inertia of the 
reciprocating parts.— \n every reciprocating engine the re- 
sultant force at the crank pin changes from a push to a pull 
and back again to a push in every revolution. Now, as there 
must always be some slack in the crank pin and crosshead 
brasses, there is a liability to a knock of more or less violence 
if this change occurs suddenly or at much velocity. Pro- 
bably the liability to an injurious knock is least if the change 
occurs exactly at the dead points, where the motion in the 
direction of the line of stroke is limited to the slack of the 
brasses. A knock may be produced even at this point, if the 
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initial pressure of the steam is very great, and compression 
is supposed to be useful in preventing a knock of this 
kind. Probably, however, a serious knock is generally pro- 
duced in another way. If there is much compression and 
if the inertia of the reciprocating parts is great, the direction 
of the eifort at the crank pin may not change till some time 
after the beginning of the stroke ; or, in other words, for a 
sensible part of the stroke the crank-pin effort acts opposite 
to the piston effort This occurs if the inertia hne, g/, fig. 47, 
rises above the piston-effort line hcd,sx the beginning of the 
stroke. Then a knock occurs from the reciprocating parts 
catching up with the crank pin. The heavier the recipro- 
cating parts, the greater the speed of the engine and the 
greater the compression, the more likely is it that there will 
be a negative crank effort for part of the beginning of the 
stroke. Hence, taking it for granted that the weight of the 
reciprocating parts cannot practically be much modified, the 
arising of this negative crank effort fixes a limit of speed 
at which the engine can be run quietly. In order to get rid 
of the tendency to knock, some high-speed engines have 
been built with hollow piston rods, and in other cases single- 
acting engines have been adopted, so arranged that in al! 
conditions there is a thrust between the coimecting rod and 

On the other hand, the action of the inertia of the 
reciprocating masses is advantageous in equalising the crank, 
pin effort in engines having much expansion. The work 
expended in accelerating the reciprocating masses in the 
first half of the stroke when the steam pressure is high is 
given back in the second half of the stroke when the steam 
pressure has fallen from expansion. By suitably choosing 
the weight of the reciprocating masses for any given ratio 
of expansion a very uniform crank-pin effort can be secured. 
Generally, however, it is more convenient to depend on a fly 
wheel to equalise the twisting moment than to alter the 
weight of the piston or crosshead. 
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Hand Levers and Winch Handles 
51. Fig, 49 shows an ordinary straight lever for working 
machinery by hand. The part graced by the hand may be i ^ 




Hg. » Fig- JO 

inch in greatest and i inch in smallest diametei, and 5 inches- 

loi^. Let p be the force exerted at the handle, and / the 

II. c 



82 Machine Design 

length of the lever. Ihen p/(nearly) is the greatest bending 
moment on the arm. Let ^ be the width and k the thick- 
ness of the aim at its largest part. Then, § 28 (Part I.), 

Let the greatest force, p, eserted by a man be taken at 
84 lbs. ; and let f=^,ooo lbs. per sq. in. for wrought iron. 
Then, 

^A = ^ /nearly . . • (6) 

A = j inch, isoz?^/- If A = ^^, then * = os^/and 
A = o'2S i/i nearly. If the flat part of the lever is of uni- 
form thickness, its least width should be half its greatest 
width, the case corresponding with Case I. Table VII. (Part 
I.). Let d= diameter of shaft on which the lever is keyed ; 
/t= distance from centre of lever to centre of nearest 
bearing of shaft. Then the shaft is subjected to a twisting 
moment F / and a bending moment p n, and its strength is 
determined by the rules in I. § 44 and § 137. The equiva- 
lent bending moment is p {07 « + 0-48 /) nearly. Hence, 
rf=o-o947^ |p{i-4«+o-96/)[ 
=o-42il/(i-4n+o-96/) . . . {7) 
The part in the eye of the lever may have a diameter 
^o'4aS/'- The eye of the lever may have a thickness 
=o-3^and a length=i to i^d. 

Fig. 50 shows a foot lever. The foot plate is about 
8 ins. by 5 Ins., and § in. thick. In designing this lever p 
may be taken at 180 lbs. Then, 

^=-54V(i-4«+o960; • • *^^ 

Fig. 51 shows a winch handle or cranked lever. When 
this is intended to resist the full force of one man, p may be 
taken at 84 lbs., and if worked by two men, p=i6S lbs. 
The mean effort per man in continuous work is only 15 to 
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30 lbs. The radius r is usually 16 or 17 ins., and the 
height of the shaft from the ground may be 3 ft. to 3 ft. 3 ins. 
The length of the handle / may be to or 12 ins. for one 
man and zo ins. for two men. The pressure on the 
handle may be taken to act at |rds of the length. The 
greatest bending moment at the handle is § p /. Then its 
diameter should not be less than 

i/=o'O947^^p/=0io435/p/ . (9) 
or say 1^ inch for one man and i\ inch for two men. The 
journal of the shaft is subjected to a twisting moment p r. 



-M 



FiB.S 



and a bending moment p(f /+«). The equivalent bending 
moment {I. §44)is p (o-6/+o-9«+o-4r) nearly. Then, 
D=D-o947V jp{i-2/+rS«+o-8*-)[ 

=042 V (12 /+i'8 »+o'8 ^) for one man -I . 

=0545/ (i'3/+i-8«+o-8^)for twomen/^^°' 
For the part in the eye of the crank the tenn 18 « may be 
omitted. The greatest bending moment on the arm is p r, 
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and the tyistJng moment J p/ rje^rlyi Hence the equiva- 
lent bending moment is v{o-^r-^--2'} I), lib is thebreadtti 
9nd h the width of the arpi at th<e larger end, 



=-656(o'9r+o'27/)foronemanl; ^^^j 

t='ii2 (ogr + ozy/) for two men J '• 

Either box h may be selected and . the- otho' obtained from 
the formula. If the arm is of uniform thickness, its least 
breadth should not be less thao i^.or less than 2*/?^= 

or oigA/ - for one man, and o'27a/t foi" two men. 
Thickness of eye of crank, 0-3 d ; length of eye, I J D. 

Engine Cranks 

52. Engine cranks are of cast- or wTOught-iron. — A 
single crank consists of a nave bored to receive the crank 
shaft, an arm, and a crank pin. If the crank pin is a sepa- 
rate piece, it is fitted into an eye formed at the small end of 
the crank. Disc cranks have plain circular discs, instead of 
the ordinary crank arm, and they have the advantage of 
being nearly balanced with respect to the crank shaft A 
double crank is used when the crank pin cannot be placed 
at the end of the crank shaft. An eccentric is a crank of 
peculiar form. It is essentially a crank, with a crank pin, 
the radius of which is greater than the sum of the crank and 
crank-shaft radii. , 

53. Geiteral case. Straining action on crank arm. — Let 
fig. 52 represent a crank in any position, and let ^ be the 
total pressure on the crank pin. Resolve P into a tangen- 
tial component t, and a fadial comt)onent N. Let a ^ be 
ariy^ section of.the arm. at^a, distance r,frpin.the c^ntre.of 
crank pin, and let m be the distance between, centre lines of 



Linkwork — Cranks and Eccentrics 8J 

vnink pin an<l crank ann. I^en the straining actions at a^ 
which require to be considered 'are : — 

(a) A direct pressure (or tension) equal to n. 

{^ A bending motnent n m in the plane of the arrow a 
' (f) 'A bending' moment t r in the plane of the arrow A. 

(d) A twisting moinent t m. . 

To take into account all these strainii^ actions in several 
positions of the crank would be laborious. Generally it is 
sufficient to estimate the strength of the crank in two posi- 
tions, when the crank is at the dead point and when the 
crank and connecting rod are at right angles. In the former 
case, T vanishes and n becomes equal to the greatest piston 
pressure, or to n"=p"— -,■ which will also for sim- 
plicity be denoted by n simply. Here ?" is the initial 
piston load, w the weight of reciprocating parts, v the velocity 
of crank pin and r its radius. In the latter case K vanishes 
and T is equal to loz or 103 time the piston pressure. 

54. Slr'engtk of the crank. — Let N be the radial pressure 
when the crank is at the dead point, and t the tangential 
pressure when the crank and connecting rod are at right 
angles. Let, further,. . 

, d, /=diameter and length of crank pin. 
D, L=diameter and length of crank-shaft journal, 
. d", t, /'^internal diameter, length and thickness of small 
eye of crank. 
^" /' ("^internal dianieter, length, and thickness of lai^e 
eye of crai^. '. 
k, ^=thickness and width of arm at any section a ^ ; the 
sameletters with orie accent referring to the sec- 
tion of the arm supposed produced to the centre 
of small eye, and with two accents the secAion 
produced to the centre of large eye. 
' ■ nic^crank radius, 

' ,....Go<«lc 



86 Machine Design 

OT=distance from centre line of crank pin to centre 

line of crank arm. 
ff=distance from centre line of crank pin to centre 

line of crank-shaft journal. 

The crank pin and crank -shaft journal arc first designed 
by the rules in I. Chapter Vll. For the section of the crank 



arm we have, when the crank is at the dead point, a direct 
tension or pressure n and a bending moment n >n. Then 

the greatest stress is (L § 43), 



»*s v'yj"'"'' ■ ■ <'3) 



If this straining action only were considered, the crank arm 
would be of uniform Section throughout. Hence this 
equation is chiefly useful for determining the breadth and 
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thickness of the aim at the small end, where the straining 
action due to the force t is least important 

When the crank and connecting rod are at right angles, 
there is a bending moment x r, and a twisting moment x m. 
Combining these, the equivalent bending moment is (I. § 44) 

= o-gi xr + o'4i xm nearly. 
The bending is parallel to the plane of rotation, so that the 
modulus of the section \^\b'*h. (I. Table V,) Then 
\ b^ hf= 091 1 r + 0-41 T m 

«■■. '* = y--|(o"9i^ + o-4iw). . . {15) 

Select a value for k or b. Then the greater of the values 
given by equations 12 and 14, or 13 and 15, is the proper 
value for the remaining dimension. It will often be suffi- 
cient to use equation 12 or 13 to determine ^ ox N ; equa- 
tion 14 or 15 to determine &' or h" ; and the sides of the 
crank arm may be drawn as planes. 

When the crank is of cast iron the arm may be trough- 
shaped (fig. 54), and is then somewhat lighter than when 
it is rectangular. Let b and h be the width and thickness 
of a rectangular arm, and let b^ h^ and b^ h^ be the dimen- 
sions of an arm of trough-section of equivalent strength. 
Then, if flesuie is in the plane of rotation, 



(16) 



Let 


b^=xb 


'h. 


Then 


-Si- ^ = 


^ch 


where < 


r has the following values :— 
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At the section at the centre of tbe small eye of the crank 
the flexuie is at right angles to the plane ot rotation, and the 



feathers strengthen the section very little. Hence the sec- 
tion there may remain unchanged, the feathers being allowed 
to diminish towards that end. 

When a cranic has a T-form of section, it is but little 
strengthened by the feather, but it is more easily cast, 

, 55. Proportions of cranks. — The crank is shrunk pn to 
the crank shaft, and the crank pin is also fixed in the same 
way and riveted cold. The key in the crank shaft may 
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have a breadth = J d, and a thickness J d, for small cranks, 
and ^ D and ^ D for large cranks. 

Fig. 53 shows a wrought-iron crank with a section of the 
arm. The arm is sometimes tapered and the back face of 
the arm is then rounded, so that it forms, in fact, part of a 
slightly conical surface, turned in the lathe. Fig. 54 shows 



a cast-iron crank, with sections of arms both trough-shaped 
and T-shaped. 

In quick-running engines it is desirable to balance as 
directly as possible the weight of the crank and connecting 
rod. The crank then takes a disc form, as shown in fig. ss- 
By hollowing the part of the disc on the crank side and 
leaving the opposite side full, a surplus weight is obtained 
which balances the crank pin and connecting-rod end. 

The question of the amount of balance weight required 
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involves some difficulty, because parts of the weights at- 
tached to the crank pin reciprocate without rotating, and 
part rotate with the crank pin. Let w, be the weight of the 
balance weight, and p 
the radius to its centre 
of gravity ; Wj the weight 
of the crank pin and 
half the weight of the 
connecting rod, which 
may betaken as rotating 
with the crank pin at 
radius r ; Wj the weight 
of the piston, piston rod, 
crosshead, and the other 
half of the weight of the 
connecting rod. Then 
for balance of the forces 
at right angles to the 
line of stroke 

But for balance of the 
forces parallel to the line 
of stroke 
W, (>=: (Wg + wjr. 
Hence the axial and normal disturbing forces cannot both 
be balanced. If the balance weight is sufficient for the 
axial forces, it over corrects the normal forces and intro- 
duces a new unbalanced force perpendicular to the line of 
stroke. In ordinary practice for vertical engines, in which 
the forces at right angles to the line of stroke are most in- 
jurious, 



But for horizontal engines, where the horizontal forces are 
most injurious, 
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w, = \ (w, + wj) "- to \ (w, + wj) r . 
P P 

In locomotives, when the balance we^ht is made as large as 
in the latter case, the vertical unbalanced forces are con- 
siderable, and act dangerously in tending to throw the engine 
off the rails, or, at all events, tend to damage the wheels and 
rails. Consequently for locomotives. 



56, Built-up steel cranks. — The difficulty of forging large 
' double cranks has led to the use of built-up cranks like that 



shown in fig. 56, which shows the cranks used in the ' City 
of Rome ' s.s.— A double-collared hollow stee! shaft, formed 
as described in I. Chapter VII. § 152, is cut in half to form 
the single-collared pieces. The crank cheeks or webs are 
first forged solid in the form of slabs, and then a small hole 
is bored at each end, and enlarged by being forged on a 
mandril placed on suitable supports ; thus msunng that the 
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metal is thoroughly worked in the most important part. The 
cheeks are afterwards shrunk and keyed on the cut ends of 
the half lengths of shaft. The hollow crank pin is drawn to 
length by forging, and is shrunk in but not keyed into the 
cheeks. 

Eccentrics 

57. An eccentric is a modified crank, chiefly employed 
to drive the slide valve of steam engines. It is really a 
crank and connecting rod, with a crank pin enlarged, so as 
to include the crank shaft within its section, the radius of 
the eccentric being greater than the sum of the crarik and 
crank shaft radii. The eccentric consists of a sheave, which 
is virtually a crank pin, and a strap and rod which is virtually 
equivalent to a connecting rod. The sheave is most com- 
monly of cast iron, and is often cast in two parts connected 
by bolts. In very hard-worked eccentrics the sheave may 
be of wrought iron, case-hardened. When the sheave is in 
two parts, the smaller may be of wrought and the larger bf 
cast iron. The strap is in two parts, and is prevented from 
slipping sideways by a flange or flanges, or it has internally 
a spherical surface fitting on the sheave. The strap is of 
brass, of cast iron, or of wrought iron lined with brass or 
with white metal. It is doubtful if any eccentric strap wears 
as well as one of cast iron. The friction of the eccentric is 
much greater than that of a crank, and it is therefore not 
used where ordinary cranks can be applied. 

The distance between the centres of the crank shaft and 
eccentric sheave is termed the ' eccentricity,' the ' radius,* or 
the ' half stroke ' of the eccentric. . Let this be denoted by r, 
and let d be the diameter of the shaft on which the eccentric 
is fixed. Then the least diameter suitable for the eccentric 
sheave is about 

= D = i-2rf-F zr + |. 

58. Width of faring surface of eccentric iheavt. — The 
sheave is properiy a journal of much enlarged diameter. In 
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such a case, as the velocity of rubbing is much greater than 
for ordinary journals, the pressure on the bearing surface 
^)ust be less. The rule which gives the most satisfactory 
agreement with practice is that in I. § 124, equation 10. 

Let p be the total thrust exerted by the eccentric, usually 
to overcome the frictiori of a slide valve ; let 5 be the width 
of eccentric sheave and n the number of revolutions per 
minute. Then 

b = -^J^ , 
-^ 60,000 

a value agreeing- fairly well with that for ordinary crank pins. 

59. Friction of the slide valve. — Let a be the area of the 
back of the valve subjected to the steam pressure, and/ the 
steam pressure in -ibs. per sq. in., reckoned above atmo- 
spheric pressure in the case of non-condensing ermines, and 
above zero in the case of condensing engines. 

Then the irictional resistance is ordinarily taken to be 

- V=hpa, 

where /I isabouto'io for smooth surfaces, such as slide-valve 
surfaces, not well lubricated. 

In the following figures the unit taken is 

' k - PJ' - P"^ 

25,000 r 70,000 ' 

Some interesting experiments have been made by Mr. 
Aspinall on the friction of locomotive slide valves (' Proc. 
Inst. Civil Engineers,' vol. xcv. p. 176). He takes the load 
on the valve to be the valve-chest pressure on the back of Che 
valve, less the cylinder pressure on one steam port and less 
the back pressure in the exhaust passage. The pressures 
were determined from indicator diagrams. The measure- 
ment of the resistance to the motion of the valve at mid- 
stroke was also measured. The mean coefficient of friction 
was O'.p6fi,..o-o54 and o'osi for. three different valves. The 
relief of pressure on the area of the steam port and exhaust 
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passage was not a lai^e fraction of the total pressure on the 
back of the valve, so that probably the real friction is about 
one-half of that found by the expression above. However, 
as slide valves are not always in good condition, and the 
eccentric must be calculated for the worst case, the value of 
p above may be taken in estimating the width of eccentric 
sheave, 

60. Radius ef ecixniric. — Let w be the greatest width of 



b^dt* 5i°i 



port opened to steam ; /, the lap of the valve ; r, the radius 
of the eccentric, 

w is in some cases the whole width of the steam port, but 
in quick-running engines the opening to steam is less 
than the opening to exhaust This is secured by nuking 
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w about §rds of the width of the port. The external lap / 
may vary from Jth of the width of the port to the whole 
width of the port, according to the amount of expansion 
required. 



The proportions of slide valves will be given in a later 
chapter. . 

6 1. Proportions of sheave. — The width b of the bearing 
urface of the sheave may be taken equal to ^k, or z\i. 

' -.■G'><«l^ 
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The diameter of the bolts connecting the two parts of the 
sheave may be 085 k to k, and the cotter in these bolts 
may have a width equal to their diameter and a thick- 
ness equal to ^ of their diameter. The set screws may 
be 0-7 k diameter, or if there is only one it may be * 
in diameter. If the sheave has flanges to retain the strap, 
their projection may be 0*4 k, and their thickness 03 k. 
The smaller part of the sheave, when it is in two parts, is 
generally of wrought iron in small eccentrics. The least 
thickness of this part, where the shaft comes near the 
edge of the sheave, should be at least k for wrought iron 
and jj k for cast iron. 

62. Proportions of strap. — The strap thickness varies 
very much. For wrought iron it may be from -5 k in large 
to ^ in small eccentrics. For gun-metal it should be from 
•625^ to i\k. For cast iron from 75 A to 1-5*. The 
br^ss lining may be about ;th the strap thickness in 
large eccentrics, and in other cases its thickness may be 

45+8' 

When the strap is recessed to fit a projection on the 
sheave, the depth of the recess may be ^ths of the thickness 
of the brass, and its width 0-^6. The corresponding recess 
in the brass may be of the same depth, and its width i— | 
toi~i. 

With eccentric straps made in the ordinary manner there 
is a tendency to open at the joint slightly, causing cutting 
and heating. This may be avoided by making the strap of 
the form shown in fig. 59.' The bolts are longand brought 
as close as possible to the sheave. The bolts bear in the 
strap only at the middle and ends, and are turned down 
to the diameter at bottom of screw thread in intermediate 
parts. This gives a little elasticity to the bolts and prevents 

' The eccentric shown in fig. 59 was designed by Mr. Dniitt 
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the fatigue of the metal at the last screw thread. An oil box 
can be formed in each half of the strap. 

Proportions of eccentric rod. — The eccentric rod is very 
commonly attached to the eccentric strap by a X-end, and 
has at the other an eye to receive the pin of the valve rod. 
At its smaller or eye end it may have a width of i ^S if and a 
thickness 0-55 k. It tapers in width about J inch per foot 



of length to the T-end, the thickness being constant. The 
bolts in the T-end may be of the same size as the strap 
bo\ts. 

Fig. 58 shows a link-motion eccentric for a locomo- 
tive having both sheave and strap of cast iron, and so 
ananged as to be easily taken apart. 

II. H 
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In both fig. 57 and fig. 58 the eccentric sheave is shown 
divided into two parts for convenience of fixing. When 
the eccentric can be put on from the end of the shaft this 
is not necessary. 

63. Friction of eccmiric. — Let r be the radius of the ec- 
centric sheave, in ins., p the resistance of the slide valve or 
other part moved by the eccentric, in lbs., n the number of 
rotations per minute, ft the coefficient of friction. Then the 
fiictional resistance at the surface of the sheave is about 
fi p lbs., and the worlc expended in friction is 



Or, putting ;i=o*o6, ^ 

0-00052 PR Nft. lbs. per sec. 
This is so large that in some cases it amounts to 20 or 
even 25 per cent, of the whole work transmitted by tKe 
eccentric. Cast-iron sheaves and straps appear on the 
whole to wear less than any others. Hence, probably, also 
they work with the least friction. 



,,. Cockle 



CHAPTER IV 

CONNECTING RODS 

64. Connecting rods are the pieces which connect a 
rotating crank with a reciprocating piece, such as a piston or 
pump plunger. A link connecting two cranks is generally 
termed a coupUng rod. In the older steam engines the 
connecting rod was often of cast iron, and frequently it had 
a Cross-shaped section in order to get sufficient stiffness 
without too much increasing the section. Now most con- 
necting rods are of wrought iron or steel. For engines of 
moderate speed the connecting rod is generally of circular 
section, tapered from the centre towards the ends or from the 
small end towards the big end, with a view of hghtening the 
rod without much diminishing its resistance to bending. In 
high-speed engines, as, for instance, in locomotives, greater 
resistance to bending in the plane of oscillation is obtained 
by making the rod of rectangular or approximately rectan- 
gular section. Sometimes even an I-shapcd section is 
adopted in locomotive coupling and connecting rods, part of 
the sides of a rectangular rod being cut away by milling to 
leave an I-shaped section. 

The ends of a connecting rod are fitted with brass steps 
and adjusting anangements for neutralising wear, and these 
are fitted to the crank pin at one end and the crosshead pin 
at the other. If, in consequence of adjusting the brasses, the 
connecting rod is altered in length, the clearance at the two 
ends of the cylinder is altered. To prevent this, it is desir- 
able to make the adjustments for wear at the two ends of 
uz 
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the rod in such a way that tightening up the brasses at 
one end lengthens the rod and tightening at the other 
shortens it. 

In consequence of the varying obliquity of the connect- 
ing rod, the position of the piston is not the same for corre- 
sponding crank angles in the forward and return strokes. 
With a very short connecting rod this has a prejudicial 
effect on the distribution of steam, and at the same time the 
pressure on the guides becomes excessive. Hence, usually in 
steam engines the connecting rod is 4 to 6 cranks in length. 
For engines at high speed a long connecting rod is specially 
desirable. In the Westinghouse single-acting engine the 
line of stroke passes to one side of the centre of the crank 
shaft. The effect of this is to diminish the obliquity of the 
connecting rod (or virtually to lengthen it) during the 
working stroke and to increase the obliquity in the non- 
working or return stroke. 

65. Straining forces acting on the connecting rod. — Let/ 
be the greatest effective steam pressure on the piston, 
reckoned from atmospheric pressure if the engine is non- 
condensing, or from the condenser pressure if the engine is 
condensing. For compound-engine cylinders p is to be 
taken as the greatest difference of pressure on the two sides 
of the piston. Let d be the diameter of the cylinder. Then 

■•="■>■/. . . . (I). 

4 

is the effective piston load which is transmitted to the con- 
necting rod. If the engine is starting slowly, so that the 
inertia forces are negligible, p is actually the thrust or pull 
on the connecting rod, and this must in any case be provided 
for. But under other circumstances the force acting on the 
connecting rod may be very different, some causes tending 
to diminish and others to increase it. 

(i) For the position at the beginning of the stroke the 
thrust or pull on the connecting rod is diminished by the 



Connecting Rods lOi 

translational inertia of the parts between it and the piston. 
In normal working, the initial thrust or pull would be 

p . - nearly 

g R 
where w is the weight of the piston and crosshead, v the 
velocity of crank pin, and r the radius of crank. In this 
position also there are no transverse forces due to the oscil- 
lation of the connecting rod. 

(2) At the end of the stroke the pull or thrust is 

P, + ^ . -"' 

g R 
where p, is the piston load, now diminished by the effect of 
expansion. Generally this will be less than the pult or thrust ■ 
at the beginning of the stroke. But in some cases a serious ■ 
increase may be caused by the presence of water in the 
cylinder, and this it is not possible to estimate. 

(3) At mid-revolution the obliquity of the rod increases 
the thrust or pull due to the piston by about 3 to 5 per cent. 
— a quantity useless to take into account, seeing how rough 
the estimate of the straining force must in any case be. The 
piston load Pj will generally be less than p, in consequence 
of expansion and wiredrawing. On the other hand, in this 
position, while the inertia forces in the line of stroke have 
vanished, the transverse bending forces due to the inertia of 
the rod itself are at their maximum. Putting a for the area 
of section, z the modulus of section of the rod, and m for 
the bending moment due to the oscillation of the rod, the 
stress will be 



In slow-running engines this will generally be a less stress 
than that at the beginning of the stroke, but in fasl-running 
engines it is almost certain to be greater. 

We shall assume, first, that connecting rods have to be 
des^ned for a thrust or pull m p where m is a coefficient 
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generally greater than unity, which allows for the inertia forces 
and other straining actions, which modify the stress due to 
the initial piston load p. m will have to be determined by an 
examination of actual cases. 

66. Resistance of connecting rod to tension. — Theminimum 
section of the rod must be sufficient to resist the tension. 
Let d,^ be the least diameter of a rod of circular section ; / 
the safe working stress. Then 

- tP^f=m-e = m'!- Dip 
^ /m t 

From Table II., Part I., p. 43, the safe stress / might be 
1,400 lbs. per sq. in. for cast iron, 5,000 lbs. for wrought iron, 
and 6,600 lbs. for soft steel. The actual stresses in connecting 
rods are rather less than this, and will be fairly represented 
by taking m= i J to i^. 

d„ia = o'ozgg to 0-0327 d s/ ^ for cast iron \ 
= o'oi58 to o'or73 d "J p for wrought iron !■ 
= 00138 to 00151 \i^J~piox steel 1 

If the engine is slow running it is hardly necessary to 
make any further calculation. The rod may be stiffened by 
making its greatest diameter I'l to I'las d,^„. If the 
section is rectangular it is only necessary to make 

(ph)^ = - d^^,^. - 
4 

67. Stability of connecting rods treated as columns resisting 
a thrust. — When, as is most commonly the case, the rod is 
long in proportion to its diameter, its resistance to lateral 
buckling must be considered. 

Let d be the diameter of the rod at the centre. Then 
for bending in the plane of oscillation it may be considered 
a stmt hinged at the ends, and it corresponds to Case IL, 
Table VIII., Part I., p. 80. Let p be the initial load, m a 



v^.= 
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factor as above determined by comparison of actoal cases, / 

the length of the rod between the end journals, i = -^ ■/' 

64 
the moment of inertia of the section. Then, allowing a 
factor of safety of 6, 

s».P-.-!J . . . . (3) 

156 for wrought iron or steel. 

For locomotives it appears that m has a value sometimes 
as low as 2, but for stationary and marine engines it is more 
commonly 4 or 6. Hence 

«= 33456 
X/m = 1-190 1-316 1-414 1-496 1-565 

- /^ // «=O0304 0-0336 0-0361 0-0382 o'040O 

It will be seen that the diameter only increases slowly 
for a great increase in the value assumed for m, and this 
partly explains why in practice such greatly divergent values 
are found in different cases. 

Connecting rods of rectangular section for quick speeds. — 
Let b be the breadth and h the height of the section, the 
latter being in the plane of oscillation of the rod. Then 
two cases are to be considered. The rod may bend in the 
plane of oscillation, in which case it is to be considered as 
hinged at the ends, and it corresponds to Case II., Table 
VIII., Part I. If it bends at right angles to the plane of 
oscillation it approximates to the condition of a strut fixed 
at the ends : Case IV., Table VIII. Further, in the plane 
of oscillation the bending forces due to the rod's inertia act 
and weaken it as a strut, while at right angles to the plane 
of oscillation there are no such forces. Hence the value of 
m should probably be different for the two cases. If in 
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actual connecting rods of rectangular section, the value of 
m is the same for bending in both planes, either there is 
some excess of strength against lateral bending, or the 
assumption that the connecting rod is fixed at the ends is 
rather too favourable. Let k'=rb where r=l•^ to 2 
usually. 

For bending in the plane of oscillation i| = — A*^ ^ 

- t^ b*. For bending at right angles to the plane of oscilla- 
tion ij = i A0^ = — r^. Then, taking a factor of safety 
of 6 as before, for bending in the plane of oscillation, 

and for bending at right angles to the plane of oscillation 
6 OTg p = 4 T* i^ 

It appears that in locomotives on the average M] = m^ 
=2 to 4. For OT| =m 2 the two equations give the same 
value oi b'\i r=2. Hence let b =2^. We get simply for 
the rectangular rod 

m= i\ 2 3 4 

a/Aa/'"^ ''""'''^ °'°'5^ °'*''" °'°^^ 

68. Diameter of eonnecting rod for thrust in terms of 
diameter of cylinder and steam pressure. — Putting as before 

r = — d'/, and taking for stationary and marine engines 
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m ^4 to 6, we get for wrought-iron or steel rods, of circular 
section, 



^/{dV/-} 



• (4) 



and for locomotives, with rods of rectangular section, taking 
m = 2 to 4, 

* = ooi49toool77,4/ |d/s//> I .(4a) 



69. Check on the caUulatton of the strength of the rod, 
taking into account the forces due to its inertia, — In the case 
of fast-running engines it is desirable to checlc the dimen- 
sions obtained by the rule above by calculating the probable 
■ stress in the rod due both to the thrust or pull and the 
bending action due to its own inertia. It is accurate enough 
to estimate the bending forces due to the oscillation of the 
rod as if it were a uniform rod of the diameter d at its 
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greatest section, or of the breadth b and height h if Che 
section is rectangular. 

Let — 1^ or ^ A be the greatest section of the rod in sq. 

ins. ; / the length between the centres of ends in inches ; r 
the radius of crank in feet, and v the velocity of crank pin in 
ft. per second. Let 0-28 tbs. be the »eight of a cubic inch 
of iron. Then the assumed weight of the rodisa/ = o-22i/^ 
lbs. or Q-zZbh lbs. per inch of length. 

The tension or pressure/, in the rod due to the piston 
load transmitted is given by the equation 

^DV=/,^i'or/,*i . . . . (5) 

/i =D*//i/° for a circular rod ) ,,, 

= 785 D^//i A for a rectangular rod ) ' ' 

In the position ab, fig. 60, of the connecting rod, and be 
of the crank, the acceleration at b is v^/r. At any point dis- 
tant X from a the acceleration is xv^jv.!. The acceleration 
at the moment is vertical, but it makes no serious error to 
assume it normal to the rod. The force due to inertia per 
inch length of rod at x is 

g R / '^ v 

Hence we may represent the distribution of load due to 
.inertia along the rod by takings'^' =.ab, setting up b^ d = 

13 = . — , and joining a'rf. Then the ordinate of the 

g R 
triangle a^db'^ will be the bending force per inch length of 
rod. The resultant of the bending forces is q = ^ ^ / 
acting at 2/3/from <i'. The reaction at a' is^Q = ^j'/, 
and that at ^j is § Q = ^ ? /, 

At a distance x from n' the bending moment is 
Ix XXX a ,,i ,1 

which is greatest for a value of x given by 
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Hence the bending moment is greatest for a: = /l-/'x = 
o"S77 ^- Its value at that section is 



i6f R 
The modulus of the section is z = o-id^ or dh^j6 , Con- 
sequently the stress due to bending is 

= 0137 ^ — ^ if the rod is circular . . (7) 

= o"io5 — 7 if the rod is rectangular ■ (7*^) 

Hence the total stress in the rod is/, +/j, and this should 
not exceed 5,000 to 6,000 lbs. per sq. in. for a wroughi-iron 
rod, or 6,000 to 7,500 lbs, if the rod is of steel. 

For a coupling rod connecting two equal cranks the 
greatest bending moment is at the centre of the rod, and its 
value is 

8 8 ^ R 

and this is to be substituted for the value of h in the equa- 
tions above. 

One end of a connecting rod is sometimes forked, so as 
to carry two journals. Then the forging is more complicated, 
and the brasses and cotters are doubled in number. With a 
forked rod it is almost impossible to adjust the brasses so 
that there is equal thrust at each of the journals. There is 
then a lateral thrust on the crosshead, and the connecting 
rod is strained by the bending due to the thrust deviating 
from its axis. The brasses wear unequally also. The 
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forked rod is therefore mechanically bad, and if it must be 
adopted it should at least have extra strength. 

CONNECTIKG-ROD EnDS 

70. Connecting-rod ends for steam engines are com- 
monly termed 'big ends' and 'little ends,' the former being 
the bearing for the crank pin and the latter for the crosshead 
pin. The crosshead pin being a neck journal, usually, and 
subject only to wear due to rotation through a small angle, is 
generally a good deal smaller than the crank pin. In marine 
engines with cranked shafts, the crank-pin journal is vay 
large compared with the crosshead pin. 

;i. Proportions of steps. — The ends of connecting rods 
are designed to receive crank pins or neck journals, and are 
fitted with gun-metal steps similar to those used for pedestals. 
(Part I., Chap. VIII.) The unit for the proportional num- 
bers relating to the steps in connecting rods is 

/ = oo8<f+^. . . . (8) 
where d is the diameter of an ordinary crank pin supporting 
the thrust transmitted by the connecting rod. When the 
connecting rod is attached to a journal of greater size than 
. is sufficient for the thrust Pi of that connecting rod only, 

/=-oo7v;; + ito-oiv;; +i . (9) 

The flanges pf the steps are of very variable thickness, 
■ but very often the space between the flanges of the steps in 
which the connecting-rod end is place^ is ^ths of the 
length of the journal, 

Ti. Strm^h of connecting-rod ends. — The piston load 
being p, calculated as above, the greatest straining force 
acting axially along the rod is m p, where, as has been seen, 
m is about \\ to \\ in different cases. 

The strap is subject to tension only. It may therefore 
cany a working stress /of about 10,000 lbs. per sq. in. for 
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wrought iron or 13,200 lbs. for steel. Its breadth beii^; )3 
and thickness Z, fig. 6t, 



^ J = o'oooo62S to 00000750 P for wrought iron 
^ o'oooo473 to 00000568 p for steeL 
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The thickness e, is taken la to i'5 I to allow for the 
undeterminable bending action which arises out of the stra[ 
tightening down on the brass when the load comes on. The' 
thickness fj is taken about i'3 c partly to make up for the 
metal cut out to form the cotter hole and partly to give 
bearing surface enough for the crushing pressure of lh( 
cotter. 

The gibs and cotter should be proportioned by the rules 
in Part I., p. 179. If ^ is the width of gibs and cotter, and 
n^ their thickness, then usually n ^\. Here the stress on; 
the cotter acts in one direction only. For the shearing 
section 

2 »^v. 



'-a/jv/V' <"' 



y. 



Putting M = J, )w= li to I ^,/, = 8,000 for wrought iron 
and 13,200 for steel. 

— o'oo442 to 0-00484 for wrought iron \ 

= 000344 to o'oo377 for steel. 

For the other end of the rod the total section through 

the fork is 2 A A, and as this is subjected alternately to tension 

and pressure we should take/= 5,000 for wrought iron and 

6,600 for steel Then 



2/ 



(,2) 



5150 p for wrought iron 
= '000095 ^ 'oooi 14 p for steel. 
The section A, h^ through the pin is increased to about i^ 
A A to allow for bending stresses due to the distribution of 
the load over the inner surface of the eye. 

73." Forms of connecting-rod ends. — Fig. 62 shows a very 
common form of connecting-rod big end, having a loose 
strap confining the brasses, kept in place by gibs and cotter. 

- .....G'H.gl'^ 
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It will be seen that tightening the cotter shortens the con- 
necting rod. The strap-end form is not well adapted for 
high-speed engines, because the transverse forces due to the 
inertia of the rod tend to open the strap. The strap is of 
wrought iron or steeL Its section may be determined by 




,.^ ^ttf=^ 



the rule above, but cases will be found in practice where 
fifty or a hundred per cent, more section has been 

^ given. 

In the figure a proportional unit o = o'lS d -(- 0-2 has 

. been taken. The inclination of the sides of the cotter may 
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^^rs^^-h on each side, if there is no locking arrangement, 
and ^ if there is a set screw. 

Although it is very convenient to design machine parts 
such as these by proportional figures, it is always desirable 



to check the dimensions of the most important sections by 
calculating the stress on them. The stress should not exceed 
the values in Table II., Part I., after ample margin has been 
left for strammg actions neglected. Saving of weight is not 
very important in such machine parts as these, and very 
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often in practice a very large factor of safety will be found, 
especially in small engines. 

74. Box <!«rf, — Fig. 63 shows a connecting-rod end 
I 
■ I 



having no loose strap. The. brass steps have a thickness 
z t opposite the key, and /i = 6 / — !^ next die key. At the 
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sides the thickness is reduced to i. The thiciuiess and 
overlap of the flai^es of the steps may be J / — J, so that 
the width of the box may be /3 = ^ / + ;J, The flanges of 
the steps are partially removed on one side to allow their 
insertion in place. The thickness I of the aides of the box 
may have the same value as the thickness of strap in the 
last case. The mean breadth of the cotter is o'6 ^ and its 
thickness o'3 /3, and it tapers i in 12 on each side. It is 
secured by two set screws ; diameter of set screws = cotter 
thickness. Unlike the last form, this connecting rod is 
lengthened when the cotter is tightened. But it may be 
arranged with the cotter on the other side of the brass steps, 
and then it is shortened by tightening the cotter, A 
coupling rod should have one end arranged in the former 
and one in the latter method. Then the length of the -rod 
is not much altered by tightening the cotters: The propor- 
tional unit for this figure is £ ^ o"iS d + o'z. 

Fig. 64 shows a locomotive connecting-rod end which, 
whilst it is adjusted like a box end, can be separated from the 
shaft like a strap-ended rod. The block forming the end is 
held in place by a stout pin having a slight taper, with nuts at 
each end. The wedge is tapered i in 16, and is fixed by 
two peg pins driven through the adjusting bolt The ends 
of the adjusting bolt are left long, and have double nuts at 
each end to facilitate the adjustment of the position of the 
wedge. The flanges of the steps are large, to cover the spaces 
in the wrought-iron frame of the end. In this case /3 = 2-^1, 
for the proportions given on this rod, / is obtained by equa- 
tion 8, and [he unit for the other proportional numbers is ^• 
The value oi m is about 3'iz. 

75. .Marine engine connecting-rod end.— Fig. 65 shows 
another form of connecting-rod end. This is of simple and 
massive form, and is often used in marine engines. The 
brasses are lined with white metal or Babbitt's metal cast in 

fallow recesses. 

L.jn!cci:.G00ylu 
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If 0, is the diameter of the bolt at the bottom of the 
screw thread and/ the working stress, 
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4 
The diameter 5 at top of threads will be nearly enough foi 
the present purpose i 13 E,. Hence 

'"a/wv/' ■ ■ '■^' 

Putting/= 5,000 for wrought iron and 6,600 for steel 
I = oozoo to 0'02i8Vp for wrought iron 
= o'or74 to o■oI90^/p for steel. 



It is a good thing to turn part of the shank of the bolt to a 
diameter equal to that of the bottom of the screw thread. 
This gives the bolt a little elasticity without weakening it. 
The proportional numbers in the figure are reckoned to the 
unit 7/8 c or S,. 

Fig. 66 shows a somewhat similar big end for a connect- 
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ing rod. Here the brasses are designed so that they can be 
machined all over and are cored internally to diminish 
weight. The bolts are turned down so as to bear only at 
those points where they most effectively support the brasses 
and caps and prevent lateral movement. 

Figs. 67, 68 show connecting rods designed by Mr. W. F. 
Mattes.' 

In fig. 67 the end has jaws long enough to hold both 
brasses. The cap hooks over projections on the jaws, 
turned concentrically with the rod, and the cap is bored to 
fit the projections. Thus the bolts are relieved of any 
straining action except the longitudinal tension, which they 
are best capable of resisting. The cap is lighter than in the 



Fig. 69 

ordinary marine-engine type. As compared with a cap 
secured by a transverse bok, as in fig. 64, the forging of the 
head is simpler and the bolts in tension are more secure than 
the eyes in the other form which hold the bolt in shear. As 
compared with a solid-head rod, the open end is frequently 
mora convenient. In fig. 67 the wear is intended to be 
taken up by liners. In fig. 68 a wedge is introduced, and 
tapped bolts are used instead of through bolts to secure the 
cnp. Bolts and rod are of forged steel. The brasses are of 
forged steel. The brasses are of cast steel faced with Babbitt 

76, Fig. 69showsaconnecting-rodsmallend,fromadesign 
by Mr. Halpin. Part of the pin on each side is planed away 
' 'Trans, Am. Soc. Mechanical Eng, ix. p, 467. 



Connecting Rods 1 19 

and the brasses undercut. As the pin only vibrates through 
a small angle, it overruns the edges of the brasses, which 
prevents shoulders being formed by Vear. The spaces allow 
lubricant to reach the wearing surfaces easily and the diffi- 
culty of an oval pin is avoided. Solid bushes instead of two 
steps are sometimes used for connecting-rod small ends. 
They are cheaper, and the wear is not very great if there is 
good lubrication. 

Fig, 70 shows a coupling-rod joint which may serve as 
an example of a journal bearing where there is not a great 



amount of motion and wear. This joint is intermediate in 
construction between a common knuckle-joint and a con- 
necting-rod end. It has bushes to diminish friction and 
wear, but these are not divided, so that there is no adjust- 
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ment af^er wear has taken place. The crank pin turns in a 
brass bush, which is protected by an outer steel bush. Both 
brass and steel bush afe fixed in the forked-rod end by 
small snugs, and the solid-rod end turns on the steel bush 
The pin in a joint of this kind is often larger than is neces- 
sary for strength, because, by using a large pin with a smal) 
intensity of pressure between the rubbing surfaces, there is 
less danger of squeezing out the lubricant. The pin is of 
steel. The proportions may be 

at = 0-8 d 
bh 



For the brasses of parallel motion bars, which should be 
capable of being tightened without altering the position of 
the < :ntres of rotation, the following ingenious plan has been 
suggested by Mr. Candlish (' Engineering,' xxxii. 461'). The 
motion bars are fitted with bushes tapered internally to fit 
conical journals, and parallel externally, with a feather to 
prevent the bushes from turning in the rod «yes. By regu- 
lating the position of the bushes by double nuts they can be 
adjusted when worn without interfering with the centres of. 
motiotL 



CHAPTER V 

crossheads and slides 
Crossheads 

77- 'Crosshead' is the name given to the part which 
connects together the piston rod and connecting rod of a 
steam engine, and with which is also connected the guiding 
arrangement either of slide blocks or parallel motion bars. 
It consists essentially of a socket to which the piston rod is 
keyed, and a crosshead pin, forming one or more journals 
on which the connecting rod works. The crosshead either 
fonns a slide block or has the slide blocks attached to it 

The design of the crosshead depends primarily on the 
arrangement of the slides which guide the piston-rod end. 
In the older engines and some modern engines there are 
two slides (formed by four slide bars), one on each side of 
the crosshead. Now frequently there is only one slide 
formed by slide bars above and below the crosshead, or 
the crosshead is formed into a slipper slide block guided in 
a channel on one side of the crosshead. 

The crosshead pin is most commonly fixed in the 
crosshead. If the latter is forked, the pin forms a neck 
journal, on which the connecting rod works, fig. 72. In 
other cases the connecting rod is forked and works on 
journals on each side of the crosshead, fig. 73. A third 
arrangement is to fix the crosshead pin in a fork of the 
connecting rod. Then brasses must be arranged in the 
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The sliding surfaces which receive the lateral thrust o( 
the connecting rod and prevent bending of the piston rod 
are sometimes formed on the crosshead itself, fig, 75 ; some- 
times on slide blocks attached to the crosshead by joumals, 
fig. ^2. If the wearing surfaces of the slide blocks are la^e 
there is sometimes no adjustment for wear. Sometimes a 
simple adjustment is obtained by putting thin washers or 
lining pieces in the supports of the slide bars ; by removing 
these the slide bars are made to come closer together 
More generally, in modem engines the slide block has one 
OT more adjusting wedges fixed by screws or cotters. 

78. Forces acting at the crosshead. — Let d be the 
diameter of the cylinder, p the effective steam pressure, then 
the pressure on the crosshead due to the piston load is 




This is balanced at the crosshead by a thrust t along the 
connecting rod and a lateral reaction s due to the pressure 
on the slide blocks. Let R be the crank radius ; l = n R 
the connecting rod length • 9 the crank angle with the line 
of stroke. Then 



:: -Jn^—sKi^a : K ; sin a 
If we treat p as constant through the stroke 
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This is a maximum when abc is a right angle, and then the 
greatest pressure on the slide block is 

s_=P/« • ■ . .(3) 
Lengthening the connecting tod diminishes this pressure, 
and that is one of the reasons for adopting a long connecting 
rod. If values of s are set up along the stroke they form 
an approximate ellipse. Hence with a constant piston load, 
the mean pressure on the slide bars is 

Smaa = ^ ■ . . - (4) 

4 " 

Usually, however, the steam pressure diminishes through 
the stroke and Snm and s„„„ have values less than those 
given above. There are also the inertia forces which have 
been neglected. These do not much affect the greatest 
slide-block pressure, which occurs near midstroke. 

79. Crosskead pin, — Most commonly the crosshead 
pin forms a neck journal to receive the thrust of the 
connecting rod. This thrust is affected considerably both 
by the variation of steam pressure and the inertia forces 
As in the case of connecting rods, the greatest thrust may be 
taken to be 

T = OTP, 

where ot is a factor ranging from i^ to i^. The velocity 
of rubbing at the crosshead pin is small, and the pin is 
oflen of steel or case-hardened wrought iron. Hence a high 
intensity of pressure is permitted per sq. in, of bearing 
surface of the journal. By the rules in Part I., Case 11. a, 
p. 201, if d is the diameter and / the length of the journal, 
/ the intensity of pressure on bearing surface and / the 
safe stress. 



It appears that / is often i,iOo to 1,500 lbs. per sq. in. and/ 
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is generally not more than 5,000 to 6,000 lbs. per sq. in. for 
wrought iron or 6,600 to 7,500 for steel. Then 

rf=o-o2i5 to 0-0194 ./m P for wrought iron 
= o'otoo to o'oi84^ff/ P for steel. 

It is common in many cases to make the length equal 
to the diameter of a crosshead pin. Then 

80. Forms of crosshead. — Fig. 72 shows a simple cross- 
head for an arrangement of four slide bars. The crossh^ 



U 

OH- 





is of wrought iron, cottered to the piston rod, and havii^ a 
forked end embracing the connecting rod, A pin passing 
through the crosshead forms a neck journal for the 
connecting rod, and at the same time two end journals on 
which the slide blocks are fixed. The slide blocks are 



sic 
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simple cast-iron blocks. In large engines these blocks have 
brass feces on the nibbing surfaces. The pin must be fixed 
in the jaws of the crosshead by a small key, shown in the 
end view, which prevents the rotation of the pin. For the 
connecting-rod journal (/= /. The unit for the proportions 
of the other parts of the crosshead is d. 

Fig. 73 shows the form of the crossliead pin when the 
crosshead has a single end and the connecting rod is 
forked. Each connecting-rod end is designed as above 
described, but for half the totaJ thrust in the rod. 



Fig. 74 shows a simple crosshead equivalent to that in 
lig. 72, but arranged with two slide bars only, above and 
below the crosshead. The slide blocks are of cast iron, 
and the slide bars of steel. The design has, however, a fault 
not uncommon in crossheads. In order that the vertical 
pressure may be uniformly distributed over the slide block, 
the centre of the crosshead pin should be over the centre of 
the slide block. If it is not so, ■either the* pressure is very 
unequal, or it is only prevented from being so hy the stiff- 
ness of the piston rod. Besides the bad distribution of the 
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pressure causing increased wear, it tends to force out the 
lubricant. 

F'gs- 75« 7^ show two forms of crosshead applicable 
when there are two slide bars in the plane of oscillation 
of the connecting rod. The piston-rod socket is propor- 
tioned to the piston-rod diameter, d^. In both these ex- 




amples the piston rod is enlarged at the crosshead end. 
This involves a split stuffing-box. The unit for the re- 
maining parts is the crosshead pin diameter, d. In fig, 75 
the crosshead is entirely of wrought iron, except the brass 
faces attached by set screws to the rubbing surfaces. 
The crosshead pin is kept in place by a T-headed bolt, 
which passes completely through it The ends of the pin 
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are tapered, and rotation of the pin is prevented by friction 
of the tapered parts. 

In fig. 76 the crosshead of wrought iron and the slide 




blocks are separate, and of cast iron. The crosshead pin 
is kept in place by a split pin, and rotation is prevented by 
a small key inserted on one side. 
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Fig, 77 shows a crosshead designed by Mr. Stroudley 
for a slipper slide. The crosshead is of wrought iron 
forged in one piece with the piston rod and slide block, and 
the connecting rod is forked at the end, and embraces the 
crosshead. The steps of the crosshead pin are of gun- 
metal, or of case-hardened wrought iron, and are tightened 
by a wedge and set screw. The crosshead pin, of case- 



hardened wrought iron, is fixed to the jaws of the connecting 
rod. In this case the slipper slide block is over the cross- 
head. The reason of this is that in locomotives the prin- 
cipal pressure on the slide, when the engine is running 
forwards, is upwards. 

Figs. 78, 78a show a crosshead for a single shde bat, 
designed by Mr. Adams for the engines of the Great Eastern 
Railway. The slide block, is in two parts, of cast iron. A 
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projection below receives the end of the piston rod cottered in 
a conical hole. Forked jaws carry the crosshead pitL The 
connecting-rod small end is single with a solid bush. Six 
J" bolts connect the two parts of the slide block. The 
slide bar is 8" x 3" of steel with holes through it to permit 
the oil to reach the under side. The pressure on the slide 
block is about 40 lbs. per sq. in. 

SuDE Bars 

81. Id most linkwork arrangements it is necessary to guide 
the ends of some of the bars, so as to constrain them to 
move in straight lines. This can be done by an arrange- 
Inent of linksforming what is termeda ' parallel motion.' Itito 
the construction of parallel motions no elements enter which 
have not already been discussed. A parallel motion may be 
made to guide a given point with great accuracy and with 
very little friction. On the other hand, it is from the point 
of view of mechanical construction a somewhat complicated 
arrangement, and if the links alter in length by wear it no 
longer properly answers its purpose. Hence, parallel motions 
have been to a great extent superseded by a simpler ar- 
rangement of straight -guiding surfaces termed ' slides.' Slide 
bars and slide blocks waste more work in friction than 
parallel motions, unless, indeed, the latter are out of adjust- 
ment. But ihey are more cheaply and easily constructed, 
and the waste of work is not serious. Hence, slides are now 
almost always used to guide the end of piston rods. 

In ordinary stationary horizontal engines the crank 
throws over in the forward stroke from the cylinder towards 
the crank shaft and passes under the crank shaft in the 
return stroke. Then the principal pressure on the slides is 
downwards both in the forward and return stroke. There 
is some advantage in this, because the lower slide bar is 
most easily lubricated. In locomotives, since the cylinders 
are forward of the driving axle, the reverse condition holds. 
The principal pressure is upwards in forward running, and is 
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only dovmwards when the engine is reversed. In marine 
engines the slide- bar surfaces, which take the principal pres- 
sure when going ahead, are often made larger than those 
which have to talce the pressure when going astern. 
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Fig. 79 shows a pair of ordinary slide bars with the slide 
block between them. The bars are of T section and are 
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spaced apart at the ends by distance pieces. Thin washers of 
liners are introduced between the distance pieces and the 
bars, so that, when the bars and slide block are worn, the 
bars can be brought closer together. 

The bars are notched at the ends, and the slide block 
passes the edge of the notch at each stroke. This prevents 
the formation of a ridge at the end of the stroke, in conse- 
quence of the wear of the bar. Ample provision must be 
made for lubricating the bars. The slide blocks may be of 
cast iron or of gun-metal. They fit on journals at the end 
of the crosshead pin. The arrangement will be understood, 
if the crosshead and side blocks in fig. 72 are compared 
with the slide block and slide bar in fig. 79. 

Fig. 80 shows slide bars of wrought iron (sometimes 
case-hardened) or steel slide bars. In the arrangement here 
shown the bars are above and below the crosshead. The 
bars are rectangular in section, and thickest at the centre 
where the thrust is greatest The crosshead here shown 
has brass faces. With this kind of arrangement, in large 
engines, provision is made to neutralise the wear of the bars 
by separating the surfaces of the slide blocks. 

I u/////////////n I 
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Fig. 81 shows an American slide bar of cast iron ' partly 
chilled on the surface. The chilling has been effected in 
diagonal strips, leaving equally wide spaces of unchilled cast 



' Ri^, ' Steam Engine,' p. 285. 

t;o„8k 



Crosskeads and Slides 133 

iron between. The arrangement seems well adapted to 
secure good lubrication, and at the same time a sufficient 
area of very hard surface. 

A slipper slide is sufficiently shown in the arrangement 
already described (fig, 77). The slide block is a T-shaped 
piece, forged in one with the crosshead, and this is guided 
in a groove formed by a flat slide bar and two L-shaped 
bare. Other forms of slide bar are used, the sliding surfaces 
being sometimes wedge-shaped and sometimes cylindrical. 

82. Wearing surfaces of slides and slide blacks. — Slides 
and slide blocks should be so designed that the wear is very 
small, because adjustment is always troublesome. It has 
been shown above that the mean pressure on the slide block, 
normal to the sliding surface, is ir p/4 n, under the assump- 
tion that the variation of steam pressure and the inertia forces 
are disregarded. Now let p be the coefficient of friction 
and V the mean velocity of the piston and crosshead. Then 

the work wasted in friction is u = /i - — v foot lbs. per 

. 4 " 

second. Both the wear and the heating must be supposed 
proportional to U. Now let a be the area of tlie slide block 
(or two slide blocks) supporting th.' lateral thrust of the con- 
necting rod and let t be the thickness worn off in any given 
length of time. Then 



and for any given depth of wear a should be proportional to 
the piston load p and piston speed t; and inversely as the 
ratio of connectit^ rod to crank. We should arrive at the 
same result if we consider that k thermal units were con- 
ducted or radiated from each unit of slide-block surface per 
second and that the rise of temperature should be limited. 

It has been usual to design the slide-block surface with 
reference to the maximum pressure p/h calculated from the 
greatest piston load due to the initial steam pressure. But 
even so great discrepancies occur in different cases in prac- 
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tice. Mr. Rigg has given a series of cases (' Treatise on the 
Steam Engine,' p. 124) of slide blocks of stationary, marine, 
and locomotive engines in which the slide-block pressure 
ranges from 21 to 126 lbs. per sq. in. In marine engines 
the surface for going astern, which is comparatively seldom 
used, is so small in some cases that the pressure is 400 lbs. 
per sq. inch. 

If /J is the width and X the length of the slide block, then 
the area supporting the pressure is a = /3 X, if there is one 
slide block and a = 2 /3 X if there are two slide blocks. This 
area a should be so arranged that 

_ ^ __. " D^/ 

~ ny 4 "y ' 
where in good practice^ ranges from 30 to 50 in stationary 
engines, from 40 to 60 in good locomotives, and from 40 to 
100 in large marine engines. The lower values should be 
chosen when the speeds are high. 

The slide-!)ar surfaces are usually of cast iron, except in 
locomotives, where steel is often used. The rubbing surfaces 
of the slide blocks are generally of cast iron, sometimes of 
gun-metal. Oil-grooves are formed on the slide-block sur- 
face, and sometimes shallow grooves are planed across it to 
hold lubricant. These depressions are not reckoned as 
diminishing the slide-block surface. 

83. Strength of the slide bar. — Let m and « be the 
distances from the centre of the connecting-rod eye to the 
points of support of the slide bar, when the crank and con- 
necting rod are at right angles. Then the greatest bending 
moment on the slide bar, immediately under the connecting 
rod, is 

'7- S^ ■ ■ ■ (rt 

Hence, if the section of the bar is rectangular, of breadth JJ 
and thickness ^, 
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The limiting stress should be taken at 6,000 lbs. for wrODght 
iron or steel, to allow for the straining actions due to reaction 
and to secure stiffness ; and at about 3,000 lbs. for cast 
iron. Hence, 

^= Z\ 4 5 6 

k= -0169 "0158 ■0141 -0129 for wrought iron, 
= '0239 '0224 -0200 -0183 for cast iron. 
The X-shaped section for cast iron is more rigid, but not 
much stronger than if the feather were omitted. 

When the slide bars are horizontal, the weight of the 
connecting rod, crosshead, &Ct rests on the lower bar. If, 
then, the engine nins only in one direction, it may be ar- 
ranged so that the thrust due to the pressure transmitted 
acts on the upper bar, provided at least that the crank is 
driven by the piston, and that the crank does not for part of 
the stroke drag the piston. Then the weight and thrust 
partially neutralise each other, and friction and wear is 
diminished. If the engine runs in both directions, but more 
constantly forwards than backwards, the surface of the slide 
block, which receives the thrust when running forwards, is 
often greater than that which receives the thrust when run- 
ning backwards. This is the iase in fig. 77. When the 
engine runs forward, the thrust is upward ; when running 
backward, the thrust is downward. 

The surfaces of slides are usually plane. Sometimes the 
slide bars are cast on the cylinder, and then it is most con- 
venient to bore out the space for the slide block concentric 
with the cylinder. Necessarily then the surface of the slide 
bars is cylindrical. 

In slide bars having large surfaces and well lubricated 
the wear is small. Hence sometimes adjustments to neu- 
tralise wear are omitted. 
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CHAPTER VI 

PISTONS AND PISTON RODS 

84. A piston, or plunger, is a sliding piece which is 
either driven by fluid pressure or acts against fluid pressure 
as a resistance. Pistons and plungers are commonly cir- 
cular in section, and are guided by cylindrical bearing 
surfaces, so as to reciprocate in astraight path. But other 
forms of piston are occasionally used. 

A plunger is a single-acting piston— that is, a piston 
receiving the action of the fluid on one face only^and it 
is guided, not by the cylinder itself, but by a stufiing-box 
in the cylinder cover. The bearing surfece of the plunger 
therefore requires to be longer than the stroke. The 
stuffing-box forms the only joint requiring attention to 
keep it staunch, and it is accessible without removing the 
plunger, A piston is equivalent to a short plunger entirely 
contained within the cylinder and guided by it. The force 
is transmitted through a piston rod of relatively smaU area. 
Hence the piston has two faces on which the fluid pressure 
can act, and it is usually double-acting. With a piston there 
are two joints requiring to be kept staunch, one within the 
cylinder and one where the rod passes through the cylinder 
cover. A large hollow piston rod is termed a ' trunk.' The 
pistons of pumps are often termed ' buckets." 

85. The volume swept ihrough by an ordinary piston is 
the product of the transverse section of the piston normal to 
the direction of motion and the length of its path. With an 
incompressible fluid, such as water, the volume swept through 
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is the volume of water lifted, in the case of a pump ; or 
acting on the machine, in the case of a pressure engine or 

Work done on a piston. — The work done on a piston by 
fluid pressure is the product of the volume swept through by 
the piston and the intensity of the fluid pressure. If the fluid 
pressure is variable, the mean intensity of the fluid pressure 
is to be taken. If the work is to be in foot lbs., the volume 
swept through may be in cub. feet and the pressure in lbs. 
per sq. foot, or the volume swept through in units of la 
cub. inches and the pressure in lbs. per sq, in. 

Velocity of piston. — Ordinarily a piston drives or is driven 
by a crank, rotating with nearly uniform velocity. Then 
the motion of the piston is approximate harmonic motion 
varying from rest at each end of the stroke to a maximum 
near mid-stroke. The acceleration is greatest at the be- 
ginning of the stroke, vanishes near mid-stroke, and changes 
sign and increases to another maximum at the end of the 
stroke, 

86. Influence of the weight of the piston on the crank- 
pin pressure.— When a piston is driven by a constant pres- 
sure, it is generally desirable to make the piston as light as 
possible, because the inertia of the piston causes the piston 
effort to be more irregular than it otherwise would be. 
When, however, the pressure on the piston varies, the 
inertia of the piston may be used to diminish the variation 
of ihe piston effort and to make the total pressure on the 
crank pin nearly uniform. 

Usually, when the inertia of the reciprocating parts is in- 
tended to equalise the effort on the crank pin in expansive 
engines, the weight, lo, of the piston, piston rod, and cross 
head, reckoned per sq. in. of piston area, is so adjusted 
that at the intended speed of the engine arv?/gR = about 
Pl 2, where v is the velocity of the crank pin, r the radius of the 
crank, and / the initial steam pressure. (Units, feet and 
lbs.) 
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87. Construction of piston. — Various arrangements have 
been adopted to diminish the leakage between the piston 
and the sides of the cylinder in which it slides. The piston 
may be simply turned to fit the cylinder accurately (a, fig. 
82) ; but, however good the fit at first, the wear of the 
cylinder and piston will gradually enlarge the clearance 
between them, and the leakage will steadily increase. If a 
series of recesses are cut round the piston circumference 
{b, fig. 82), the leakage for any given width of clearance 

■ Fig. 82 



space is less, because the fluid loses its energy 
of motion, at each sudden enlargement of the 
section of the annular space between the 
piston and cylinder, through which it is escap- 
ing. Pistons of this kind are used for quick- 
running pumps, where a small leakage is nrt 
very prejudicial. Leakage may be prevented 
by placing, in a recess in the piston, a packing of gasket 
or tallowed rope (c, fig. 82). This soft and elastic pack- 
ing is compressed against the cylinder by a junk ring, 
shown at c, which is fixed by studs or set screws. As 
the gasket wears away it can be replaced, and thus the 
permanent staunchness of the piston is secured. Pistons 
of this kind are not now much used for steam cylinders, 
though they are still employed for air pumps and cold- 
water pumps. The objection to them is that the repack- 
ing of the piston is troublesome, and the friction of the 
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piston is considerable ; also with high-pressure steam 
hemp packing is charred. To diminish the wearing away 
of the gasket, a face ring or spring ring, shown at d, was 
introduced (d, fig. 82), made of cast iron and divided on 
one side, to allow it to expand to the cylinder diameter as 
it wore away. The space behind the spring ring was at 
6rst filled by gasket packing, but it was found better to 
substitute steel springs for gasket, which retain their elas- 
ticity much longer, and press the spring ring outwards quite 
as effectively. In small pistons the elasticity of the spring 
ring itself is sufficient to maintain contact with the cylinder. 
The spring ring is then free from the piston. Various 
arrai^ements of this kind have been used. Sometimes 
the spring ring is a cast-iron ring, of uniform or varying 
thickness. Ramsbottom's rings are shown at E, fig, 82. 
These consist of a continuous spiral steel ring of three coils, 
or much more commonly of three separate steel rings, each 
split on one side. 'I'he rings arc initially of one-tenth 
latger diameter than the cylinder, and, when compressed 
within it, press outwards with sufficient force to prevent 
leakage. The width of the rings (parallel to the axis of 
thecylinder) is about ooi4D-|-o-o8, and the thickness in 
the plane of the piston 0-025 d, where d is the diameter of 
the cylinder. Ramsbottom's rings are usually of steel It 
is stated that Mr. Ramsbottom found such rings tight 
against 100 lbs. steam pressure, when the radial pressure of 
■ the rings was 3^ lbs. per sq. in. of surface. The rings were 
bent before being placed in the cylinder to a curve deter- 
mined experimentally. A turned circular split ring of the 
required section was strained by weights acting on strings 
passing over pulleys, the total amount of the weights being 
the total amount of the required radial pressure of the ring. 
The curve was marked and the ring bent to the curve. 
Then, when compressed to its original circular form in the 
cylinder, it exerted a uniform Tadial pressure. Cast-iron 
rii^s answer very well for small spring rings. They retain 
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their elasticity till half worn through. Cast-iron rings ate . 
sometimes of uniform thickness, but very often they are 
one-half thicker at the middle of the ring than at the ends 
where the ring is split. At f, fig. 8z, is shown an arrange- 
ment for admitting the steam pressure in the cylinder to the 
back of the rings. In principle this is a good arrangentenC, 
but in this form it does not succeed very well, and is not 
very often adopted. In Stroudley's piston the steam is ad- 
mitted to the back of the spring ring on the opposite side 
to that on which the steam acts. This ring, passing a little 
beyond the bored part of the cylinder, prevents the forma- 
tion of a shoulder at the end of the cylinder. Btamah's 
cup leather is a perfectly successful application of the same 
principle. For pumps and blowing cylinders, wood blocks 
have been used to replace the spring ring. - The packing of 
a piston may or may not share with the piston rim the 
pressure of the piston against the cylinder sides, whether 
due to the weight of the piston, as in horizontal engines, or 
to other causes. 

The spring rings or metallic packing of pistons may l« 
of cast iron, ol wrought iron, of steel, or of gun-metal. For 
steam cylinders cast iron wears better than wrought iron, 
and abouras well as gun-metal. Gun-metal is chiefly em- 
ployed in pumps and in pistons of complicated types, the 
action of which would be impaired by corrosion. Steel is a 
good material for packing, especially where considerable 
elasticity is necessary. Cast-iron and wrought-iron rings 
may be made more elastic by hammering. 

88. Strength of pistons. — Pistons are of a complicated 
form, and it is not. easy to determine their strength theo- 
retically. If the piston were a simple metal disc, sup- 
ported at the centre and uniformly loaded, the greatest stress 
woiild be 

t=t%p ■ ...(.) 

where d is the diameter of the piston, i its thickness,/ ib'^ 
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greatest difference of the pressures on the two sides,' esti- 
mated per unit of area, and ^ is a constant. Putting /= 
8,000 for wrought iron and 3,000 for cast iron, we get 

/='005i dV^ for wrought iron i ,^» 

= 0083 oy^ for cast iron / 

These values of / will be taken as empirical units for 
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the proportions of pistons. Since, however, the form of ' 
pistons varies greatly, and also the conditions under which 
they work, the draughtsman should not depend solely on 

' That is, ^ is very nearly Ihe initial absolule steam -pressure in the 
CTse of a condensing engine, and the initial steam-gauge pressure in a 
non-conilensing engine. 
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the following proportional figuTes, but should deduce the 
proportional figures for himself, from good Examples ol 
pistons of a similar kind to the one he is designing, 

89. locomotive pistons. — Fig, 83 shows two forms of 
piston used in locomotives. One is constructed chiefly of 
cast, the other chiefly of wrought iron. Wrought iron is 
preferred by some engineers on account of its toughness and 
strength. But cast iron is much cheaper and answers well 
Steel castings are now often used and are much lighter than 
cast iron. The spring rings in both cases are of cast ir<»i 
and require no springs or packings; These rings are of 
uniform section, about i^ inch wide by \ inch thick, in 
pistons of average size. The split is made with a half lap, 
to prevent leakage at that point. The rings are sprung into 
the recesses in the piston, and should be so placed that the 
splits in the two rings are on opposite sides of the piston. 
This equalises the wear of the cylinder. A small screw is 
sometimes used to prevent the rings turning round in the 
grooves. The piston rod is screwed into the wrought-iron 
piston and fixed by a split pin. In the case of the cast-iron 
piston the rod is slightly coned at the end, and, when in 
place, is riveted over. The holes filled by screw plugs are 
intended for the removal of the sand core after casting. 

Fig,. 84 shows another locomotive piston. In this 
three spiral springs are placed behind the spring ring, and 
assist the -elasticity of the latter in keeping the piston tighl. 
A brass tongue-piece prevents leakage at the joint in the 
spring ring. The piston rod has a strong taper to enable it 
to be easily removed, and it is secured by a screwed end 
and nut. The spiral springs are so placed as to preveat 
the body of the piston bearing on the bottom side of an 
horizontal cylinder. 

90. Stationary engine pistons. — Fig. 85 shows one 
form of stationary engine piston. It is made of cast iron, 
with a junk ring to confine the metallic packing. The 
packing consists of three cast-iron rings of the sectional 
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form shown. The outer rings are turned ,'5 inch larger 
than the cylinder diameter, and are split. The innner ring 
may or may not be split. By screwing down the junk rii^ 
the two outer rings are forced outwards, as they slide down 
the conical surfaces of the inner ring, and thus any desired 
amount of pressure can be obtained between the piston and 
cylinder. The inner ring has sometimes been made in the 
form of a spiral spring. It then presses the outer rings 
both apart and outwarcU. In this piston the rod is tapered 
at the end and fixed by a cotter. 



Jo/s piston (fig. 86). — The piston is a simple block, 
into which the piston rod is screwed and pinned. The 
diameter of this block is ^ inch less than the bore of the 
cylinder. A recess is cut with a tool set to y pitch, and 
making 3 inches more than two revolutions. The cast-iron 
ring from which the packing is made is turned and bored, 
I inch thick, and | inch larger in diameter than the cylinder. 
It is then placed on a mandrel, and a spiral groove cut with 
a ^-inch tool set at g-inch pitch, so as to form a spiral spring 
of % inch by \ inch in section. The spiral spring gives pro- 
bably a more uniform pressure on the cylinder than a simple 
ring, and its a\ial elasticity prevents its knocking in the groove. 

' -.■«'><«i^ 
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91. Marine-engine pistons. — Marine-engine pistons are 
often of ve'ry large size, and are usually of cast iron, of a 
box shape and stiffened by numerous ribs. Fig. 87 shows 



Fig. B7 

3 piston of this kind. The spring ring of cast iron is of 
Uniform thickness. Leakage at the split is prevented by a 
brass tongue-piece, fixed to one end of the spring ring by 
screws. The split in the spring ring is shown square across 
- .....Gohslc 
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the spring ring. But it is better to cut it obliquely so that 
the edges may not score the cylinder. The spring rit^ is 
pressed outwards by numerous plate-springs, placed in re- 
cesses cast in the rim of the piston. The spring ring and 
springs are kept in place by a junk ring. This last is attached 
to the piston by bolts, which have brass nuts placed in re- 
cesses behind the plate springs. To prevent these bolts 
slacking back, in consequence of the vibration of the piston, 
various locking arrangements are used. In the piston shown 
(a type used by Messrs. Humphreys and Tennant), a securing 
ring bears against the heads of all the junlt-ring bolts. ' This 
ring is attached to the piston by studs, the nuts being fixed 
by split pins. Holes are cast in the piston for clearing out 
the loam core, and these are afterwards fitted with screw 
plugs xn plugs secured by screwed pins. 

In this piston the rod is tapered and the piston is secured 
to it by a large nut on the upper side of the piston. When 



such a piston works in a horizontal cylinder, a block placed 
between the spring ring and piston body on the bottom side 
of the piston keeps the latter from bearing on the cylinder. 
This block may extend round about one-fourth, of the 
circumference. 

Cast-steel pistons. — Large pistons are now often made oi 
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steel castings, which are stronger and one-third lighter than 
cast-iron pistons. Fig. 87a shows a cast-steel piston such 
as is now adopted in marine engines. The unit for the 
proportional figures is t=o-ooi^d -^/p in large to o-oo^d-Jp 
in small engines, but the thickness is in no case less than f 
inch. The conical form gives strength and rigidity, and is 
at the same time easy to cast. The projection on the boss 
facihtates lifting the piston. The angle of cone is sometimes 
altered so that all the piston rods may be of the same size 
and length. The taper of the piston rod in the boss is i in 
3 to I in 4, and the packing rings are pressed out by springs 
so that the pressure is about 3 to g lbs. per sq. in. of pack- 
ing-ring surface. 

92, Hydraulic pistons. — Fig. 88 shows a combined piston 
and plunger with a cup- leather or hat-leather anangement 
for preventing leakage. The 
fluid pressure acting on the 
inside of the flexible leather-cups, 
aided by their own elasticity, 
makes an exceedingly staunch 
joint, whatever the pressure may 
be. The hat-leathers are so ar- 
ranged that one acts when the *''*'■ ^ 
piston moves in one direction, the other when the piston 
moves in the reverse direction. 

The forms of leather packing for hydraulic cylinders will 
be described more fully in the next chapter. 

Theory of Spring Rings for Pistons 
The object of the spring ring is to produce a Uniform 
radial pressure sufficient to prevent leakage. It is known 
that under certain conditions the spring ring collapses, and 
then steam passes from the front to the back of the cylinder. 
The amount of radial pressure necessary to prevent this 
collapse must be determined experimentally. It is not at 
present very accurately known. It appears, however, that 
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3. radial pressure reckoned per square inch of surface of 
piston ring which is very considerably less than the steam 
pressure is sufficient to prevent this collapse of the piston 
ring. In any case it is desirable to determine what forms 
of spring ring secure a uniform radial pressure and what 
amount of radial pressure Is to be expected from any given 
piston spring ring. 

93, Flexure by bending of a bar initially curved. — In the 
case of a straight bar subjected to a bending moment, it is 




rig.S9 
known (see I. § 27) that the bar takes a curvature given by 
the equation 

p 

where m is the moment of the bending forces on one side of 
a section taken normal to the axis of the bar, i is the 
moment of inertia of the section, and p is the radius of 
curvature of the bent bar at the section. 

Let fig. 89 represent a bar initially curved, and let g g' 
be a line passing through the centres of gravity of sections 
normal to g g'. Then if P Q, p' q' are two normal sections 
at a small distance apart, and if p Q, p' q' meet at c, C G^p 
is the radius of cuTvature at p q of the unstrained bar. Now 
let a bending moment m be applied to the right of P Q, 
The particles initially in p' q' will be found after bending in 
a new plane p" q" stiil normal to the axis of the bar. The' 
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radius of curvature after bending will be c' G^p', Then on 
the same assumptions made in treating straight bars, it will 
be found that 



■e-;) 




that is, to pass from straight bars to curved bars, we have 
only to substitute in the equation for the curvature due to 

bending -, the augmentation of curvature - — . 
p P P 

94. Theory of a cast-iron spring ring of unequal thickness. 
— Let A B be a portion of a spring ring, which, initially circular 
on the outside, has been sprung into 
a cylinder of smaller diameter than 
itself Let i be the moment of in- 
ertia of a cross section at B, which 
without sensible error may be taken 
nominal to the outside curve of the s 
ling. Let p be the radius of the 
outside of the ring initially, and r 
its radius when sprung into the "B'^o 

cylinder. Let b be the breadth, t the thickness of the ring at 
B. From the conditions in which the ring is placed, it is 
necessary to make the breadth b of the ring constant, and 
it is required to determine the variable thickness / of a ring 
which will produce a uniform pressure of / lbs. per sq. in. 
on the surface of the cylinder into which it is sprung. 

The pressure of the ring on the cylinder per unit of 
length is/ b, and the resultant of tlie uniform pressure from 
A to B is_^^Xchord a l, or 

-9=2pbrs\Ti ft 
The moment of this about b is 

2/*^sin^A 
Putting this value of the bending moment in the equation 



ipbr" sJn'tf=Ei ( - -- 1 
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But for a rectangular section, § 38, 

For 2 S=i8o, let ^, be the thickness of the ling, 



■ (3) 



(4) 



Hence 



40" -489 

60° -630 

80° 745 

100° 837 

120" -908 

140° "960 

160'' "990 

iSo" I'ooo 

From which table the thickness at different points in the 
ring can be calculated when /j is knowa 

Fig. 91 shows a ring drawn from these values. It is 
found that about ^ of the inside curve of the ring agrees 
very closely with a circle strack from a point C at a distance 
o c=a from the centre of the outside of the ring. It is 
easy to show that <i=o-2o6 ^, nearly. The ring can there- 
fore be bored out to a radius r— o'794/|, and the points 
near a then thinned to agree with the proportions above. 

From eq. 2, 
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Let p, the initial radius of the ring, be taken it r, and 

put E= J 7,000,000 for cast iron. Then 

/.• 
/=644oo -Jj. 

Often in practice /= "06 r. Then 

/ =14 lbs. per sq. in. ; 
a value which does not appear excessive as regards the wear 
of the cylinder. 

It has been stated, however, that in experiments with 
Kamsbottom's rings, they have been found to be practically 




steam tight when giving a uniform pressure of 3^ lbs. per 
sq. in., even when the difference of pressure on the two 
sides of the piston amounted to too lbs. per sq. in. If we 
insert /=3^ in the equation above, we get when p=iT r 

t,=o-04r, 
a proportion which does not seem very exceptional. « 

Sometimes two eccentric rings are used placed one inside 
the other, as shown in fig. 92. The proportions of such 
rings given by Von Reiche are ; . 
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Total thickness of two rings S=o8-t-o'i2r 
Greatest thickness of outside ring J 8 
Least „ „ ^S+i'2 

Greatest thickness of inside ring ^8—1-2 
Least „ „ ^S 

Breadth of rings . . . o-izr+o-g 

It is easy to see that such rings will produce approxi- 
mately the same pressure on the cylinder as a single ring 
designed as described above, and of a maximiun thickness 
equal to the total thickness of the two rings. 

The breadth of the ring does not affect the intensity of 
pressure against the cylinder, nor for a given pressure per unit 
of area will a narrow ring wear 
longer than a wide one. On the 
other hand.awideringwill wear the 
, cylinder more than a. narrow one. 
The theory above is simplified 
\ from an investigation by Prof. 
Robinson,* which contains also 
1 attempt to determine theoreti- 

cally the proper pressure, of the 

Fi&qe ring on the cylinder to prevent 

leakage. This latter part of the investigation does not 
appear to the author to be well based. 

95. Theoryof a spring ring of uniform ikukness. — Asprir^ 
ring of uniform thickness may be made to give a uniform 
pressure on the cylinder, if it is initially bent to a form of 
varying curvature. Let a b c, fig. 93, he the spring ring 
when sprung into the cylinder, a' B c the ring when un- 
strained. Let b be the breadth and / the thickness of the 
ring ; 1 the moment of inertia of a cross section ; p the radius 
of curvature of a point b when the ring is unstrained ; r the 
radius of the cylinder into which the ring is sprung. The 
resultant pressure between a and B is as before, 
3 / ^ r sin 9. 
' Van Nosttand's Magaibe, June r88i. 
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Its moment about b is 

M=z/^r*sin' A 
Inserting this in the equation above, 

2pbf^ sin»iS=Ei (---) 
i_i_24//-" sin^fl 




• w 



Let E=3o,ooo,ooo for steel, and let 1=004 *", which is 
about the usual proportion in practice. Then 
_ 80 r 
'' 80-/ sm^~& 
The following table gives values of i> for 9=0° to 90°, or 
2 ^=0° to 180°, and for /=3i and /=i4, the values 
assumed in the previous case. 



iorJ>=i\ 



for/= 



»'°47 „,|^ 



Machine Design 




I -021 


1-096 


1-033 


1152 


1*042 


»-i95 


1-045 


1-214 



»5o 
180 

The form to which the spring ring ought to be bent in 
order that when sprung into the cyhnder the pressure may 
be uniform, may be obtained thus : 

Let o be the centre of the cyHnder. Divide its circum- 
ference at a a' a" .... into 12 equal parts. Take ni-^the 




value of p for t fl=i8o, and with centre c draw the arc oi*. 
Makeai'=aa' and'oin^'c. Take ^ i:'=p for 150°, and with 
centre d draw the a.x b' V. Proceeding thus, the whole 
curve can be drawn. 

Fig. 95 shows the curves drawn for the values of p for 
p-=^\ and ^=14 given above. The former curve agrees 
roughly with a circle of radius j'jth greater than the cylinder 
radius ; the latter curve with a circle of radius fth greater 
than the cylinder radius. But it will be seen that both 
curves deviate considerably from circular curves, and hence 
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rings made by turning them to a circular form and cutting 
out a portion cannot give a nearly uniform distribution of 
pressure. 




Piston Rods 

96, Piston rods are subjected alternately to compression 
and tension. In horizontal engines of large size, the weight 
of the piston and rod produces bending, and extra strength 
is then required. In oscillating engines, the resistance of the 
cylinder to angular acceleration also causes bending of the 
piston rod. In most engines the piston has a single piston 
rod, but there are some types of engine (return connecting- 
rod engines and some forms of tandem compound engine, 
for instance) in which there are two piston rods. It is more 
difficult to fit two rods accurately, so that they shall be 
equally strained, and hence double-piston rods should have 
some extra margin of strength, 

L.an!CC 1:. Gooi^lc 
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For the minimum section of the piston rod through the 
crosshead cotter hole, or at the bottom of the screw thread 
at the piston nut, seeing that the stress acts only in one 
direction, a stress might be allowed of 10,000 lbs. per sq. in, 
for wrought iron, or 13,200. for soft steel (Table II. Parti, 
p. 43). But it is probably impossible to adjust a cotter so 
that the stress is uniformly distributed, and hence a lower 
value of the mean working stress must be taken. Let d be tlie 
piston diameter in inches, p the greatest difference of pres- 
sure on the two sides in lbs. per sq. in., a the section of the 
rod after deducting cotter hole, m a factor of safety to allow 
for straining actions due to inertia, water in the cylinder and 
unequal distribution of stress, /the safe working stress on 
the material given above. Then the piston load due to 
steam pressure is - d*/, and the section of the rod is de- 
termined by the relation 

/. = »,-' -v. 

4 

It appears that m should not be taken less than 3, although - 
cases will be found of rods working with a less margin of 
security. However, taking w = 2and/=io,ooo forwrought 
iron, and 13,200 for steel — 

a = o'ocfti57 d"/ for wrought iron, 
= O'oooii9 D*/ for steel. 
If rfmin. 's the minimum diameter of the piston rod, and 
the net section after deducting the cotter hole is taken to 
be o'535^,„jb., then 

■^miiL = o-of]\ 0\// for wrought iron, 
= 0-0149 Dy/p for steel. 
97. Sizt of cotter for piston rod. — For the piston load 
given above and using the rules in Part I. p. 175, for cotters 
strained alternately in opposite directions, we get 

4 
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where b is the widlh, / the thickness of the cotter, and 
/^ = 4,000 for wrought iron, and 5,300 for steel. It appears 
that for the cotter the stress is pretty uniformly distributed, 
so that m = \\. Hence 

bt = OOOOI22 d'/ for wrought iron, 
= 0-000092 d'/ for steel. 
If ^ = 4 /, a common proportion, 

t^ o'oossz dV/ for wrought iron, 
= 0-00479 D>// for steel. 

98. Strength of piston rod considered as a strut. — The 
rules above fix the minimum section of the piston rod, but 
the body of the rod has to be of greater section to secure 
stifTness and resistance to bending. The rod is sometimes 
treated as a long column, but this is unsatisfactory, partly 
because the precise condition of loading at the ends is un- 
known, and partly because there are transverse bending 
actions, due for instance to the slide bars being slightly out 
of line with the cylinder, which it is impossible to calculate. 
It is enough, therefore, to design the rod simply for a low value 
of the working stress, shown by experience to give margin 
enough of strength to resist unknown straining actions. 
Taking the load on the rod to be as above, ^tVi'P, due to 
the steam pressure, then the following values of the working 
stress have been found in actual engines. In short stroke 
direct-acting engines / = 3,600 to 3,000 ; in return connect- 
ing-rod engines /= 3,000 to 2,400 ; in moderately long 
stroke horizontal engines/= 2,500 to 2,000 ; in oscillating 
engines /= 2,000. Hence, if d is the diameter of the rod, 
either of steel or iron, 

d=k-Ds/p 
f= k = 

2,500 o'oaoo 

^3,000 0*0182 

3,500 o-oi6t) 

D,an:tci;. Google 
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Very often the minimum diameter of the rod, allowing foi 
the cotter hole, is also sufficient for the diameter of the 
body of the rod. In compound engines for reasons of con- 
venience the piston rods are often all of the same diameter. 
Then the rod must be determined for the piston which has 
the greatest load. 



99. Modes of fixing piston to piston rod. — For pump 
buckets and other cases where a very accurate fit is not 
required the rod may have a shoulder, a parallel part in the 
pistori and a nut at the back of the piston (fig. 96, a). With 
steam pistons, which must be steam-tight, in some cases the 
rod is turned slightly larger than the hole in the ptstoa Then 
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the piston is heated and shrunk on, and the rod riveted 
over (fig. 96, b). The diameter of rod may be made i "oozs. 
the diameter of the hole bored in the piston. Usually, 
however, it is necessary that the piston should be easily 
removed from the piston rod. Then the part of the rod in 
the piston is m part or wholly tapered: If the taper extends 
through the piston the taper is i in 32 to i in 16 (that is, 
the total taper for the two sides). Sometimes the rod has a 
short tapered part with a taper of i in 4, till the section of 
the rod is reduced to three-fourths its full section and the 
remainder is parallel and not t^htly fitted. In Mr. 
Stroudley's piston, r, there is a still sharper taper, the rod 
being enlarged to permit it. 
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CHAPTER VII 



STUFFINO-BOXES 



100. Stuffing-boxes are used to prevent leakage of 
steam or water at the points where moving parts pass 
through the sides of vessels 
containing fluids. Thus a 
stuffing-box is used where 
the piston rod of an engine 
passes through the cylinder 
cover, or where a rotating 
shaft passes through a cen- 
trifugal pump case. In 
ordinary stuffing-boxes, soft 
packing is used to prevent 
leakage, but various forms 
of metallic packing have 
also been employed. 

In fig, 97 is shovm a 
stuffing-box for a vertical 
rod, and in fig. 98 a stuf- 
ing-box for a horizontal 
rod. In both cases the 
stuffing-box is cast on the 
cylinder cover. The stuH- 
ing-box is laiger tlian the 
rod which traverses it, by 
the space necessary for the 
soft packing. At the bottom of the box there is a brass 
bush, which, being softer than the rod, preserves the 
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tatter from injury. When the bush has worn oval, it is 
easily replaced by a new one. To keep the packing in 
place and to compress it sufficiently to prevent leakage^ 
a loose piece termed a 'gland' is used. This is entirely 
of brass (fig, 98) or bushed with brass (fig. 97), and often 
has an oil-box formed in it (fig. 98). The gland is forced 
down on the soft packing by two or more bolts or studs. 



FiE.g8 

loi. Proportions of stuffing-box and gland. — Let d be 
the diameter of the tod or shaft traversing the stu filing- box. 
The diameter of the gland bolts may \x = {d + \, if there 
are two ; and = i d+ ^,\i there are three. Then h will be 
taken as the unit for the proportions of the box. The 
thickness of packing in the box is very variable. In ordinary 
stuffing-boxes, not of very great diameter, the packing 
ttiickness varies from ^ ' to 2, But in lai^e stuffing-boxes 
for trunks or hollow piston rods a less thickness is employed. 
The length of the box is also variable. The greater the 
length of box, the less frequently will it be necessary to 
renew the packing. On the other hand, the space available 
for the stuffing-box is sometimes restricted. From 5 £ to 8 3 
is an average length. The thickness of the stuffing-box 
Hange may be i^ S to i\ i, and the thickness of the gland 
Bange may be t for cast iron, or i^ h for brass. If an oil-box 

II. M 
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is cast in the flange, the thickness is somewhat greater. The 
length of gland may be J to J the stutiing-box lei^h. The 
thickness of the stuffing-box should not be less than \ -Jd 
or less than | t. The length of the brass bush may be 
about 2^ I, but when the stuffing-box serves to guide the 
rod, as in oscillating engines, a much greater length of bush 
is used. 

102, Yarrffofs sh^ng-box. — As ordinarily constructed 
the gland of a stuffing-box fits the piston rod, and at the same 



Unit id-^i 

time it is fixed in position by the stuffing-box. Hence it 

must act as a guide to the piston rod. The gland ought, 
therefore, to be exactly coaxial with the cylinder and parallel 
to the line of stroke of the slide block. If initially or in 
consequence of wear these conditions are not satisfied, the 
piston rod must bear heavily on one side of the gland^ and 
will wear it oval. In quick-running engines the piston rod 
will be heated on the side bearing on the gland, and this 
wilt cause it to bend in a direction which increases the in- 
jurious pressure. Messrs. Yarrow have found it advantageous 
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to guide the parts connected by the piston rod by the piston 
and slide block only, and to construct the stuffing-box so as 
to pennit a small lateral adjustment of position of the piston 
rod without causing pressure and heating. Fig. 99 shows 
this stuffing box, The gland is bored out a little lai^erthan 
the piston rod (about \' larger) and the ordinary fixed bush 
at the bottom of the stuffing-box is dispensed with. Two 



tings fit closely to the piston rod, but are turned a little 
smaller than the stuffing-box, and between these and the 
soft packing are two thin washers fitting the stuffing-box, 
but ^" smaller than the rod. 

103. Stuffing-boxes wilh metallic packing. — Packing con- 
,B»tingof metallic rings in place of the ordinary soft packing 
has often been tried with more or less success. It should 
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require much less attention to keep in order than soft 
packing. Fig. roo shows one good form for piston-rod 
stuffing-boxes. Three Babbit metal split rings grasp Ihe 
piston rod. These fit inside a cup which presses on a ring 
having a spherical surface fitting the fixed part of the 
stuffing-box. Hence the piston rod can move a little 
sideways by displacing the cup and angularly by displacing 
the ring in its spherical seating, 
without causing leakage. The 
flat and spherical joints between 
the cup and ring, and between 
the ring and seating, are carefully 
ground, so as to be steam tight in 
any position. The Babbit metal 
rings are kept in place in the cup 
by a spiral spring acting on a dis- 
tance piece which is inserted a 
■1 little way into the cup. The 
pressure of the steam acts with 
the spring in keeping the rings in 
place. The essential feature ts 
that steam tightness is obtained 
without hindering the unavoid- 
able lateral mov^ent of the 
piston rod. The wear of the 
piston rod with this packing is 
very small. No doubt this form 
_[^ of packing is greatly superior 10 

soft packing. It requires, how- 
ever, the best workmanship, and is necessarily expensive in 
first cost. 

104. Small stuffing-bax.— "For small rods, such as those 
round the spindles of valves and cocks, the form of 
stuffing-box shown in fig. 101 is used. The stuffing-box 
has a screw thread on the outside, and a six-sided cap 
fits over the gland and is screwed to fit the stuffing-boiL 
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Taking the unit as S=i .f+j, the internal diameter may be 
aj ?, the external diameter 5^ I, and the other proportions 
as given in figure. 

105. Packing for stuffing-boxes. — A loose kind of hemp 
rope tenned ' spun yam,' steeped in melted tallow, was com- 
monly used for stuffing-box pacltings. Occasionally brass 
turnings were sprinkled over the spun yam, to cause the 
packing to wear longer. Packings of india-rubber wrapped 
in canvas, termed ' elastic core packing,' and metallic packings 
of woven wire, are also used. These are formed into ropes 
of such a form that when cut of a length equal to the cir- 
cumference of the rod, they form a ring exactly fitting the 
stuffing-box. Lately asbestos 

prepared in discs or ropes 
has been used. Elastic core 
or asbestos packing is much 
better than spun yarn for 
engines working with high- 
pressure steam. 

Fig. 102 shows the most 
common mode of using a coil 
of india-rubber or asbestos 
packing in stuffing-boxes. The 
advantage of asbestos is that *" '" 

it stands the high temperature of steam at the high pressures 
now used without injury. 

Glands when worn, if not bushed at first, are bored 
out, fitted with a bush having a collar at the inner end, and 
the bush is then bored. 

For hydraulic purposes, Mr, Tweddell has found hemp 
packing in ordinary stuffing-boxes efficient under pressures 
of 1,500 to 2,000 lbs. per sq. in.; and where the rod passing 
through the stuffing-box is continuously at work, the hemp 
packing gives less trouble in such cases than a cup- 
leather. 

106. Cup-leatker paekmg.—Vilhea great hydraulic pres- 
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sure is to be resisted, a peculiar packing is used, invented 
by Bramah, and already alluded to {§ 92). The leakage is pre- 
vented by a flexible leather ring, kept in contact with the 
piston rod or ram on one side and the cylinder on flic 
other by the fluid pressure. In its original form, leather was 
moulded into an annular shape in plan and to a U -shape in 
section (fig. 103). Thisring is placed in a recess in thecylinder 
or in a stufling-box, in such a way that the fluid has free 
access to its interior ; the fluid pressure acting within the 
ring presses it against the plunger and the sides of the recess, 
and this, aided by the elasticity of the ring, makes a perfectly 




Hg. 103 Fig 104 

tight joint. When the cup-leather is lai^e, it is provided 
with an internal brass ring. At one time a thin guard ring 
of brass was used on the edge most liable to wear. Mr, 
Tweddell, who introduced this guard ring, no longer uses 
it A packing of hemp or cotton is sometimes used as a 
bed for the leather. 

Fig. 1 04 shows all the ordinary forms of hydraulic leather 
packing now used, a is a cup-shaped leather used for pump 
buckets ; ^ is a form sometimes termed a ' hat ' leather ; 
e is the ordinaiy Bramah cup-leather or double cup-leather. 
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Mr. Welch gives the following rules for the proportions 
of cup-leathers for great pressures. Let d be the diameter 
of the ram or plunger. Then the thickness of the leather 
should be 

^=0-156 D«« . . . (l) 

W. /= -Z_ W, 0—0-8069, 

and the width and depth of the ring measured outside 
should be each 2 J /. (' Proc. Inst. Mech. Eng." 1876.) 
D= 3 6 9 12 15 18 21 24 
/=o-zi2 0258 0288 0-313 0333 0351 0-366 0-380 



Fig. 105 shows a press for moulding cup- leathers.' The 
best oil-dressed leather is steeped in warm water, and then 
forced gradually into the mould and left till it is again hard. 

' Anderson, ' Chatham Lectures on Hydraulic Machinery.' 
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Friction of cup-leathers. — According to CKperiments by 
Mr. John Hick, the friction of a press cup-leather on a ram 
D inches in diameter with a pressure of / lbs. per sq. in, is 
F=fD/, where f is a constant. But the whole pressure on 
the ram is ^jtd*/. Hence the fraction of the ram pressure 
expended in friction is 4c/irD. According to the experi- 
ments of Mr. Hick, c has values from 0-03 to 0-05 when p 
is in lbs. per sq. in. and d is in inches. Some experiments 
on cup -leather friction were given in 'Engineering,' June 15, 
1888, and in these it appeared that the friction was 4 to 9 
per cent of the ram pressure for leathers in good condi- 
tion. In one case the friction amounted to 19 per cent, of 
the ram pressure. 
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CHAPTER VIII 

FLYWHEELS 

107. For most of the purposes for which engines are 
used, considerable regularity of sjieed is important. Now 
there is not in general an equilibrium between the effort 
exerted by the engine and the resistance overcome. Both the 
effort and resistance vary, and though for any suliliciently 
long period the mean effort and the mean resistance must 
be equal, there is during the period an alternate excess of 
effort or of resistance, producing a fluctuation of speed. It 
is to moderate this fluctuation of speed that heavy flywheels 
are used, which alternately store and re&tore a portion of the 
ene^y of the engine. 

. The causes of these temporary fluctuations of speed are 
chiefly ; (a) the variation of the effective steam pressure 
driving the piston ; (6) the variation in rotative engines of 
the leverage at which the piston pressure acts in rotating the 
crank ; (c) periodical variations in the resistance overcome, 
such as the variation, during a stroke, of the pressure on a 
pump driven by the engine. We have not here to do with 
permanent causes of alteration of speed such as variation of 
boiler pressure, or permanent alteration of work being done 
' by throwing machines into or out of gear. 

J08. Flywheel radius and speed.— Tht energy of motion 
of a steam engine at any given moment is partly the energy 
of reciprocating pieces, partly the energy of revolving pieces. 
The reciprocating pieces have variations of speed definitely 
connected with the piston positions, and since the whole 
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energy stored in, or restored by, these is not a la^e fraction 
of the whole energy of motion, we may neglect the small 
differences of speed of these in different strokes. Treating 
the reciprocating pieces as always having the same speed at 
the same points of the stroke, the velocity being calculated 
as if the crank pin revolved uniformly, the forces producing 
changes of energy of motion in the reciprocating pieces 
can be dealt with, without appreciable error, as additions to or 
deductions from the steam pressure on the piston. If the 
indicator diagram is corrected for the inertia of the recipro- 
cating pieces, § 44, then the influence of these on the 
fluctuations of speed of the engine need not further be 
considered. 

Of the rotating pieces there is one, the flywheel, of such 
very large weight and moment of inertia, that the eflect 
of all the others on the fluctuations of speed may be disre- 
garded. Let Wj be the weight of the rim, w, the weight of 
the arms and nave, o, the radius of gyration of the rim, and 
p, the radius of gyration of the arms. Let Ae be a quan- 
tity of energy stored or restored during a change of angular 
velocity from wi to uj. Then 



Ae= (w,p,^ + w,ii,M- 



If the rim is of rectangular section and internal and 
external radii Ki and Rj, then 



If R is the radius to the centre of figure of the rim, r = 
J (ri 4- Rj), and p, will not in ordinary cases differ much 
from R. Also as the weight of the arms is a good deal less 
than that of the rim, and p, does not greatly differ from 
0-577 R, we may take for practical purposes 

If v\ Vi are the velocities at the radius r, this becomes 
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Hence, to reduce the fluctuation of speed for any given ex- 
cess or defect of energy, i e, as much as possible, it is neces- 
stuy to put as much weight as possible into the rim of the 
flywheel, and to make its radius as large as possible. 

In the older steam engines the flywheel radius was 
generally 17 time the stroke. It is now sometimes z to 2^ 
times the stroke. But there are limits both of convenience 
and safety which restrict the increase of flywheel radius. 
The CCTitrifugal force, due to rotation, produces a centrifugal 
tension in the rim, and if the peripheral velocity exceeds 
certain limits the wheel becpmcs unsafe. Of all machinery 
accidents, the bursting of flywheels, or, as such accidents 
are termed in Germany, the 'explosion of flywheels,' is 
among the most destructive. Anyone who will consult the 
list of such accidents given in a paper by Herr Kochy in 
the ' Veriiand. des Vereins zur Beforderung'dcs Gewerbflcisscs ' 
for 18S6, will see that such accidents arc not infrequent. 

Let N be the revolutions per minute of the flywheel, 
reckoned at the centre of the rim, then w = ?r r N/30 is the 
velocity of the rim in feet per second. For pulleys and 
wheels with solid rims, that is, rims without any joints, a 
peripheral speed v = 100 feet per second is about the limit 
found safe in practice. But when flywheels exceed 10 feet 
in diameter it is generally necessary to construct them of ■ 
s^ments bolted together, and then so high a velocity is 
hardly safe. For a long time it has been usual in 
this country to use a spur flywheel for factory engines 
working on to a mortice spur pinion on the first motion 
shaft. The necessary speed for the shafting is thus gained 
in the most simple and direct way. Such spur flywheels 
are most commonly built of segments, and for safety the 
limiting speed has very generally been taken at 30 to 40 
feet per second. Some further particulars of the speed of 
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such wheels will be found in Part I, p. 28S. It is worth 
noting, however, that these usual speeds are often exceeded 
with safety. Radinger, for instance (' Proc. Inst. Civil 
Engineers,' Iv. 404), has given particulars of some American 
flywheels, in which these limits of speed are greatly exceeded 1 





^^ 


M^. 


5'S 


H.P. timsmilted .... 

Diameter, feel 

Revs, per niin 

Velocity of iHtch line, feel pei second 

Pilch 

Breadth 

rressHrt; per inch of breadth . 


1,400 

56-s 
5-23 

567 


57° 

28 
49 
71 

243 


400 
5' 5 
237 



Radinger attributes the high values of speed and [M-es- 
sure found in these wheels to their superior workmanship ; 
obviously in such cases the strength of the joints of the 
arms and rim should be very carefiilly studied. There is one 
case, however, in which even these speeds are exceeded. 
Flywheels are commonly used for engines driving rolling 
mills, which store an amount of energy when the rolls 
are running empty, which is afterwards restored in forcing.- 
the heated bar through the rolls. Such wheels are exposed- 
to excessively severe straining action in consequence <rf the 
great and almost sudden changes of velocity the)' nndcrga 
Nevertheless, they are not rarely run at speeds of 90 feet pet 
second or even 100 feet per second. With such wheels, 
however, it is also true that most of the accidents occur. 

Mr. Halpin has proposed to construct a flywheel rim of 
great strength by putting a worm and wheel to drive the 
crank shaft, and winding on to the rim steel wire of 
great tenacity. A flywheel of this type has actually been 
used for the engines driving the machinery for rolling tubes 
by the Manncsmann process, where an enormous power ia 
required for a very short time. 
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Determination .of Weight of Flywheel for given 
Fluctuation of Speed 

109. Dtttrmination 0/ the coefficient of fltuiitation of 
ewirr^y.— The first problem to be dealt with is the deter- 
miiution of the weight of flywheel necessary to secure a 
limitation of the fluctuation of speed within assigned limits. 
No doubt veiy rough rules of thumb are commonly used in 
assigning the flywheel weight in many cases, and these 
insure a practically sufficient regularity. But they do not 
secure that the flywheel has only sufficient weight for the 
purpose in view, and excessive flywheel weight not only 
causes loss of work in friction, but in some cases, such as 
engines driving large pumps, may be dangerous. Two cases 
of ptactical importance may be distinguished -. 1. A rotative 
engine drives a number of machines. In this case the 
variations of resistance of the ditferent machines in any 
short period sensibly balance each other. The resistance 
overcome by the engine may be treated as practically con- 
stant, and it is only necessary to estimate the excess and 
deficiency of the energy of the engine during a semi-revolu- 
tion, t. An engine drives a pump or air compressor 
connected directly with its piston rod. In that case the 
fluctuation of resistance as well as the fluctuation of eflbrt 
in each semi-revolution must be taken into account. The 
case of an engine driving a single machine with a known 
variation of resistance, but by gearing so that it is only in a 
series of revolutions that there is an exact balance between 
motive and resisting work, is too complex to be treated 
here. ' ' 

In Chapter III, methods have been given for finding 
the crank-pin elTort very exactly from the indicator diagram, 
and these may be used in dealing with flywheels. But it 
will be seen presently that some approximations are neces- 
sary in treating flywheels to avoid too great complexity. 
Hence it will be quite accurate enough to neglect the eflect 
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of the obliquity of the connecting rod. Then the deter- 
mination of the crank-pin effort is very simple, 

no. Periodical excess and defidenty of energy in a rota- 
tive engine working against a practically constant resistance. 
— Let A D (fig. 106) represent to any scale the stroke of the 
engine, the semicircle being the path of the crank pin in a 
single stroke. On a b draw a diagram Kab c^ the ordi- 
nates of which are the effective steam pressures on the piston ; 
that is, the ordinates are the intercepts between the forward 
pressure line of an indicator diagram and the l>ack pressure 
line for the other end of the cyltndt- r (§ 47). Neglecting the 



_kj 



connecting-rod obli- 
quity, for any position 
3 of the crank pin, h 
is the position of tlia 
piston, and h k the 
effective piston effort 
in lbs. per sq. in. 
Before proceeding 
further it is desirable 
to correct this dia- 
gram for the inertia 
of the reciprocating 
parts. Take Ai/=Bf=the accelerating force of the re- 
ciprocating pieces at the ends of the stroke reckoned in 
lbs. per sq. in. of piston. It has already been shown (§ 42) 
that if w is the weight of reciprocating parts per sq. in. of 
piston, V is the mean crank-pin velocity, r the crank radius. 




Join d e. Then the effective pressure transmitted, after 
allowing for the inertia of the reciprocating parts, is the in- 
tercept between rfe and rtic Hence, for the position 2 of the 
crank pin, / = Am is the force producing a tangential effort 
at the crank pin. Consequently the tangential effort on the 
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crank pin at 2 (see § 41) is t=p sin "=/"' 

easily obtained graphically. Take c/=.km, and draw /f 

vertical, then t=fg- 

To draw a di^am of crank -pin effort therefore proceed 
thus. Divide the crank-pin circle into any number of 
equal parts. Take a' b' (fig. 107) equal to the length of the 
semicircle, that is, to ir r, and divide it into an equal number 
of parts. For each of the points i, z, 3, . . . determine the 
value of t as above and set it up at i' z' 3' . . . The curve 
a'« k' through the points so determined is the curve of 
tangential ciank-pin effort. Obviously the area of this curve 
is equal to that of the original indicator diagram, but the 




variation of crank-pin effort during the semi -revolution is 
quite different from the variation of piston effort Let /„ be 
the mean ordinate of this curve determined in the ordinary 
way. Take a' d = /„ and complete the rectangle a' d g b'. 
Since the resistance overcome is assumed constant, it must 
be equal to /„. Consequently the vertically shaded parts of 
the diagram correspond to parts of the revolution during 
which the resistance exceeds the effort and the horizontally 
shaded part to a portion during which the effort exceeds the 
resistance. At e the velocity of the engine will be a mini- 
mum and at f a maximum. The horizontally shaded area 
representing an excess of energy must be equal to the 
vertically shaded areas which represent a deficiency of 
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energy. If E=area of effort curve for one stroke a'« b', or 

of the rectangle a' d e b' and A E = area e« k, then the 
ratio kss Ae/e may be called the coefficient of fluctuation 
of energy, and it is the object of the construction above to 
determine this. 

If there are twoengines at right angles, two effort curves 
must be drawn (fig. ro8), the beginning of one effort curve 
corresponding to the middle of the semi -revolution of the 
other. Adding the ordinates of the two effort curves, a 
curve of resultant effort is obtained The mean ordinate 
A c of this must be equal to the mean or constant resistance. 
There will now be two minimum and two maximum velo- 
cities in a semi-revolution. The coefficient of fluctuation 
of energy is now the ratio of one shaded area, such as e g h 

ff 



to the area of the rectangle A c f b. In compound engines 
with cylinders of different sizes the effective pressure in the 
H p cylinder must be reduced to the equivalent pressure 
on the low-pressure piston before proceeding to construct 
the effort curves, which are to be combined. 

III. Periodical excess or deficiency of energy in an engine 
driving a pump or 'air-compressor direct. — In many pumping 
engines and air-compressors, the pump-plunger or air- 
compressor piston is on the same piston rod as the steam 
piston. I^t A BCD be the diagram of steam piston effort 
corrected, if necessary, for the inertia of the reciprocating 
parts. Let a c e f be the corresponding diagram of effective 
resistance at the plunger or compressor piston. If the 
steam diagram is drawn for pressures in pounds per sq. in. 
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of the steam piston, the resisting pressures must be reduced 
Co equivalent pressures on a piston of the same area. Then 
the shaded areas represent the work alternately stored and 
restored : 

,_Ae _ ABC- CED 



An interesting case arises in the High Duty Worthington 
direct-acting pumping en- ^ 
gine. In this there is 
no flywheel. Two small 
oscillating cylinders are 
placed, at right angles to 
the line of stroke. During 
the first half of the stroke ^ 
the plungers of these are p. ■* 

driven in and force back 

a column of water into a reservoir containing air under 
pressure. During the second half of the stroke the plungers 




Nma ttall dapuia from [agiiut AtB 




move out again, giving out just as much work as was pre- 
viously absorbed. By adjusting the air pressure, an almost 

II. N 
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exact compensation of the variation of effective steam 
pressure is obtained. 

112. Coefficient of fluctuation of speed. — Let », Pj be 
the least and greatest speeds of the flywheel rim at radius 
R in a period, for instance, the speeds at the points e and r, 
fig. 107. Then, since v^—v^ is small, it is accurate enougli 
to take the mean speed v = \ (»i +i'i). The ratio 
{Wi — v^) I V or approximately 2 (Wj — »,) / (zf, + Sj) will 
be called the coefficient of fluctuation of speed, and will be 
denoted by n. This ratio varies for different kinds of work 
The following values correspond with ordinary practice : 



Engines doing pumping . 


. ,/20 


„ driving machine tools . 


■ 1/35 


„ „ textile machines 


. 1/40 


„ „ spiiuiing machinery 


. i/5otoi/ 


„ „ electric machinery 


■ -/'SO 



113. Weight of flywheel when the cotfficients of fluctua- 
tion of energy and speed are given. — Suppose an engine is 
doing E foot [xiunds of work per stroke and the coefficient 
of fluctuation of energy, k, for the given conditions of 
working has been determined. Then A e = A e is known. 
But from eq. i a ; 

An equation from which the necessary weight of the fly- 
wheel can be determined. 

If a is the area of the rim in sq. ft 
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w, = 2 ir R a X 430 lbs. nearly, from which a provisional 
estimate of the section of the rim can be made. 



Construction of Flywheels 
114. General construction of flywheels. — Flywheels up 
to to feet in diameter are sometimes cast solid in one 
casting. But sometimes the nave is split to relieve the 
stresses due to contraction in casting. Then rings shrunk 
on or bolts must be used to connect the two parts of the 
nave. For flywheels from 10 to 15 feet in diameter a safer 
construction is to cast the wheel in two halves and connect 
the portions of the rim by dowels and cotters, and the parts 
of the nave by bolts or rings shrunk on. Larger wheels 
are cast with nave, arms, and segments separate. The 
segments of the rim are connected in various ways by 
flanges and bolts, dowels and cotters, or by scraps and bolts ' 
The arms are sometimes halved on to the rim and bolted, 
but this cuts away half the section of the rim. More 
commonly the arms are attached by flanges and bolts inside 
the rim. The arms are attached to the nave in wedge- 
shaped recesses in which they are bolted, or, better, the end 
of the arm is turned taper and tits into a taper hole bored 
in the nave. 

Fig. 1 1 1 shows one of the best constructions for built* 
up flywheels. The nave in this case is keyed on the shaft 
with four keys, two driven one way and two the other. 
There are flats on the shaft and key ways in the nave. 
With four keys some adjustment of the wheel, to centre it, is 
possible, but it is also usual to bore the nave and fix it by 
two keys in positions at right angles. The larger ends of 
the arms are turned and fit in bored recesses in the nave, to 
which they are cottered. The small end of the arms has a 
flange to receive the segments, the joints in the segments 
beii^ over the arms. The legments are connected partly 
by bolting to the arms, partly by a dowel and colters. The 
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outer surface of the segments is turnecl to receive toothed 
segments, the joints of which come half way between the 
joints of the rim segments. Sometimes the teeth are cast 
on the rim segments, but this is not a good plan. It is very 



difficult in that case to secure even pitch of the teeth, and 
the teeth are liable to be weak and spongy at the roots from 
contraction of the large mass of metal in the nm in casting. 
The spur segments in this case have two recesses cast 
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round their inner surface to receive T-headed bolts, by 
which they are fixed to the rim segments. 

115. Nave with rings shrunk iw.— Fig. ri2 shows a fly- 
wheel nave split into three parts and connected by two 
wrought-iron rings shrunk on. The stress in the rings due 
to shrmking on and to keying is almost indeterminable ; 
consequently a somewhat rough calculation of the stress 
on the rings is the only one possible, and this matters less, 
as it is easy to give the rings ample section. Let w be the 
total weight of the flywheel inlbs., r the radius in ft. to the 
centre of rim, u the angular 
velocity per second, and n 
the revolutions per minute. 
The centre of gravity of 
half the flywheel will be 
very nearly at the distance 
2 r/jt from the centre of 
the wheel. Supposing each 
half of the wheel revolving 
at its centre of gravity, and 1 

of the parts of the rim, there will be two radial centrifugal 
forces—^ 

a^' T " 2g' w \ 6q } 

= -R lbs., 

g 900 

tending to tear the two rings apart at a diametral section. 
Let a be the section of a ring, and/ the working safe stress 
at normal speed. Then, since there are four sections of the 
two rings to carry the tearing force. 




;ing the connection 



4 «/ = - K 



g 900 



f! f 3.600' 
It appears that in actual cases in practice, even pn the 
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extreme supposition that the rings carry all the tension due 
to the centrifugal force of half the flywheel, / does not 
exceed 300 lbs. per sq. in., and is often only half this. 

Where there are bolts instead of rings shrunk on, the 
stress on the net section of the bolts at the bottom of the 
thread is sometimes 2,500 lbs, per sq, in. 

116. Fastenings of rim segments. — Fig. 113 shows 
various methods of connecting the rim segments. At A and 




Fig. .T3 



B wrought-iron dowels are used cottered into the rim. 
Taking wrought iron to be four times as strong as cast iron, 
the section of the dowel through the cotter hole should be 
one fourth of the area of the rim through one of the cotter 
holes. At c a strap bolted to the rim on each side is used, 
and at D a similar pair of straps and also a bolt. At e rings 
shrunk on projections on each side and a third ring shrunk 
on projections inside the rim are used. The only difficulty 
with this fixing is that the stress in the wrought-iron Straps is 
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not detenninable with any accuracy. At e two dovetailed 
straps riveted to the rim are used, and a ring shrunk on 
projections inside the rim. 

Fig. 114 shows a joint directly over an arm, the joint 
being made by bolts and flanges. Fig. 115 shows a portion 
of the rim of a very wide flywheel carrying rope grooves. 
The arm is attached by T-headed bolts, and other bolts in 
flanges connect the rim segments. 



"m:^ 



Fig. 116 shows a method of attaching spur segments to 
the rim segments different from that in fig. iii. 

Strength of Flywheels 

117. Approximate calculation. — Flywheelshave,nodoubt, 
very commonly been designed on a very rough theory of 
the straining actions, and to balance the imperfection of the 
theory very low working stresses have been assumed. That 
this rough theory so modified does not always secure safety 
the accidents which occur sufficiently prove. Except where 
exceedingly low working stresses are allowed, it can hardly 
be assumed on grounds of experience that safety is assured. 
But the adoption of very low working stresses involves 
making wheels less efficient as stores of energy than they 
might be if the theory were more perfect and trustworthy. 
In this as in so many other cases in machinery, safety is 
often imperfectly secured by unnecessary waste of material, 
which with more intelligence might be economised without 
any greater danger, or rather with an increase of safety. 

However, it may be useful to give the rough theory first, 
because any exact theory is complicated, and then to 
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examine more carefully the real straining actions. In the 
rough theory of flywheels it is assumed that the rim is 
subjected to a tension due to its centrifugal force, and the 
arms to a bending moment due to the greatest acceleration 
or retardation of the rim likely to occur. The bending of 
the rim and the mutual action of the arms and rim are 
neglected. 

Let R be the radius to the centre of the rim in feet. 
M be the number of revolutions per min. 
w the angular velocity per second = x N/30. 
V the hnear velocity at radius R in ft. per sec. = w S. 
a be the section of the rim in sq. ins. 
w = 3125 lbs, = the weight of a square bar of one 
inch section one foot long, 
The total weight of the tim isw, = s irKaw ^ 19*63 
Albs. 

The radial centrifugal force acting uniformly round the 
m like a fluid pressure is for each sq. in. of section 



per foot of arc. The resultant centrifugal force of a semi- 
circle of the rim is per inch of section 2 c R. Hence the 
tension in the rim is 

/=CR = ^v''= - M» R" lbs. per sq. in. 
g g 

In a flywheel rim of large section the stress will be distri- 
buted like that in a thick tube subjected to internal fluid 
pressure, and therefore will be a little greater than / at the 
inside and a little less at the outside. Neglecting this, / is 
the stress in the rim due to centrifugal force, and it depends 
only on the radius and angular velocity. For cast iron / ^ 
0-0971 vK 

Stress in flywheel rim due to centrifugal force : 
« Ez 30 40 50 75 100 ft. per sec. 
/ = 87-4 155*3 242-8 546-3 971-0 lbs. per sq. in. 
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The bending stresses in the rim, due to the centrifugal 
force of the portions between two anns, may very probably 
increase these stresses 50 per cent Some wheels have 
teeth or toothed segments added to the rim, which in- 
crease the centrifugal force without adding to the section 
which resists it. In some wheels portions of the rim are 
cut away for cotter or bolt holes. But, allowing for all these 
causes of weakness, the stresses found in actual wheels are 
low compared with the safe stress allowed in other parts of 
machines. 

The arms have still to be considered. The arms are 
principally strained by the bending moment due to variations 
of velocity of the wheel Let t be the greatest twisting 
moment transmitted from the flywheel shaft to the flywheel. 
In starting, and in cases where steam is suddenly cut off, 
and the motion is continued by the enei^ of the flywheel 
alone, t may have a value equal to the mean twisting 
moment transmitted in ordinary driving (Part I., § 22, p. 36). 
Let n be the number of arms, z the modulus of the arm 
section (Part I. Table V.). Then 
T = nf^z 
where /, is the stress due to bending in the arm, greatest 
near the nave. At the rim the section is often only two- 
thirds thatat the nave. It is commonly stated \!aaxf^ should 
not exceed 1,000 to 1,400 lbs. per sq. in. for cast-iron arms. 
But with the uncertainty as to the magnitude of the moment 
transmitted through the arms, the calculation is too crude to 
be very useful. 

If d is the diameter of the flywheel shaft at the bearings 
where the straining action is chiefly a twisting moment, and 

y the stress in the shaft, then the flywheel arms will be 
as strong as the shaft if 

o.,/d' = ,f.t; 
if the shaft is of wrought iron and the arms of cast iron, 

/= if. Then 
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The dimensions of the arm can be determined from the 
section modulus z (See Table V. Part I.)- 

1 1 8, Stresses in a homogeneous flywheel running at uniform 
speed. — By restricting the case to that of a. homogeneous 
flywheel, it is meant to exclude the case in which the rim 
and arms are of different materials, and also to exclude the 
complications arising out of joints in the rim-, of strength or 
stiffness less than that of the rim. 




Let fig. 117 represent a portion of such a flywheel in 
uniform rotation. Under the action of the centrifugal 
force there will be a tension in the rim, which, considered 
alone, would cause an increase of radius uniform all round. 
This uniform expansion of the rim is, however, hindered at 
the junctions of the arms. The arms themselves lengthen 
partly under the action of their own centrifugal force, partly 
from the pull exerted on them by the rim ; but between 

' -.■«'><«i^ 



Flywheels 187 

the arms the rira bends outwards more than at the arms. 
The result is, the rim takes a form convex to the centre of 
the wheel at the arms and concave between. The action 
is similar between each pair of arms. 

Let a (I be the angle between the centre lines of two 
arms. This angle, from conditions of symmetry, remains 
constant when the wheel is deformed by the stresses acting 
on it. Let r be the radius to the circle through the centres 
of figure of the radial sections of the rim, r and all the 
other dimensions being in feet for simplicity. Let the 
angular velocity of the wheel be u, so that the linear velocity 
at the radius r is »? = u e. Let a be the section (in sq. ft.) 
of the rim ; A,, the mean section of an arm. Let g be the 
weight of the material In lbs. per cub. ft, so that g a is the 
weight of the rim in lbs. per foot of length. 

Consider a slice of the rim between two radial sections 
inclined at an angle d^. The centrifugal force of this 
slice is 

. g ■ R 

= j-A^Jt . . . . (3) 

At the end faces of the slice act the radial shearing forces 
S and s + ds and the normal tensions t and i + dT. 
Further, we must suppose at these faces couples of forces 
producing bending moments m and m + d m. 
For equilibrium we must have 

— Kv^ d<f — Tdij, ~ ds-= o . (4) 

dT-Sdi. = . . . <5) 

dm — s.di = . . (6) 

The last equation is obtained by taking moments about the 
centre of the wheel. From (5) and (6) we get 

da — ■Rsd^ = o . . (7) 

Differentiating (4) with respect to ^, we get 
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or wilh the relation in (5) 






n^ 


s = o, 


whence by 


int^ration 






u=- 


■Jt-f 




sin-' ® 


= ',±f 




s = sin (^, 


±rtV'- 



Consequently from a known relation 

S = a!sin^ + ^cos^ <8) 

where a and^ are new constants requiring to be determined. 
Using this value in (4) 

T = — A w' — a cos ^ + ^ sin ^ . . . (9) 

and from (6) 

M = - ARv' — fiRcos^ + ^Rsin* +f . . (10) 

where ^ is a new constant. 

To determine these constants a i and e, consider the 
values of s, T and m for ^ = o, and <t> = sa. 

For ^ = 0, s„ = ^. 

For ^ = 2u, s. = a sin 2a +i cos 20, and since s„ ^ 
— s„ because at all the arms s has [he same value, 

So — s, = as„ = — 2S = — F 
if by F we understand the tension in the arm due to the 
centrifugal force. Hence 
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T F 

- = (J sin 2a COS ja 

2 sm 2u 
Introducing these values of the constants 




(■3) 
<i4) 
(■S) 



It Still remains to determine the constant c. Under the 
action of the bending moments the centre line of the rim, 
originally circular, as at a&c, takes a form'ii^V, fig. Ii8. 
The angle a must remain unchanged from conditions of 
symmetry. Using the ordinary equation to the elastic line, 
and remembering that r and r differ only by a very small 
quantity, 

where e is the coefficient of elasticity of the material and i 
the moment of inertia of the rim section about an axis 
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through its centre of figure. Using the value of M in (15) 
and integrating 

± -JL- El =5An'R'4 + - r' ^— ^ ° ~ *J + f R » + const. 

R tf ^ g 2 sin a 

But for ^ = i7 

R f/f 

const = — - R=, 
Also for ^ = 2a, — ^ = o, and hence, inserting the value 
just found and reducing 



Putting this value in (15) we get finally 




<■! 



Equations (13), (14) and (18) now 
give the shearing force s, the tension 
T and the bending moment M at 
any section of the lim, provided that 
the value of f is determined. To 
find this the stretching of the arm 
must be determined. Consider a 
slice of the arm between sections 
at radii p and p + dp, fig, 119. 

Let Ai be the mean section of 
the arm. Then the weight of the 
slice is GA|i/p; itsvelocity is pp/B; 
and its centrifugal force is 



- - A| i/p — i 

The total stress on the section is therefore 



(.9) 
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The extension of the arm by this varying tension, which 
may be denoted by A r, is 

Jh| g R» 2 A, E Ji"l A, E 

where for siniphcity the arm is supjKised to extend from the 
eye of the nave, to the centre of the rim. Integrating and 

reducing 

+ " (?_^^ (zo) 

As R| is small compared with r, this may betaken with 
accuracy enough to be 

G w' R , F R , ■ 

AR = — + . . . (ai) 

^E 3 Ai E 

But from the extension of the rim by the tension T a second 
equation can be obtained. The length of rim between two 
arms is z R a, and putting A (2 R a) for tlje extension of this, 

Jo AE 

But 2 o remains unchanged, so that A (2Ha)=2oAR. 
Hence, using the value of t in (12), and integrating 

« t|- SAal ^ ' 

By elimination in equations (jz) and (zo) we get 

IS / Va, 2Aa/ 

is »*.*• ,1'" , 
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CHAPTER IX 
valves, cocks, and sliding 
Valves 

119. In all machinery put in motion by the action of a 
fluid {water or steam) or employed in pumping fluids, valves 
are required to regulate the admission and discharge of the 
fluid. With reference to the mode in which the motion of 
valves is obtained, they may be divided into four classes : (i) 
Valves opened and closed by hand ; (i) Valves opened and 
closed by independent mechanism ; {3) Valves opened and 
closed by meclianism so connected with the machine as to 
render the times of opening and closing synchronous with 
the motions of the machine ; (4) Valves opened and closed 
by the action of the fluid. 

In the case of valves opened and closed by the action 
of the fluid, the valve opens if the fluid moves in one direc- 
tion and closes if it moves in the other direction. Inde- 
pendently closed valves, or valves controlled by mechanism, 
■ are more generally arranged to close a passage to the fluid, 
in whichever direction it tends to move. 

Another convenient classification depends on the way in 
which the valve moves relatively to its seat. Thus we have : 
(1) flap or butterfly valves, which rotate in opening ; (z) lift 
valves, or puppet valves, which rise perpendicularly to the 
seat ; (3) sliding valves, which open by moving parallel to 
the seat. 
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Automatic Valves 

120. The conditions to be fulfilled by a good automatic . 
valve are these : (i) accurately timed opening and closing ; 
(i) small resistance to the flow of the fluid ; (3) tight 
closing. The tightness of the valve is mainly a question of 
fitting and the selection of suitable material for the valve 
seat. To secure small resistance to flow the valve must 
open fully, and this is a requirement somewhat in conflict 
with the condition of closing accurately at the proper time. 
The importance of the resistance at the valve. varies very 
much in different cases, and a good deal of resistance may 
be allowed in some cases rather than incurring the risk of 
delayed closing of the valve, and consequent shocks. The 
question of the closing of the valve will be dealt with later. 
Very often, in quick-acting pumps, springs are added to 
hasten the closing of the valve at the change of stroke of the 
pump. 

Fig. izo gives a general view of the types of automatic 
valves. At b is the simplest form of leather-flap valve, the 
leather being stiffened with metal plates. Such valves work 
very well under low pressures, and when the number of 
beats per minute is not too great A similar valve of brass 
is shown at C hinged to a metal seating a, which is fixed by. 
wood wedges (*, and can be lifted out through the aperture 
covered by the plate c. This is a common form of con- 
denser foot valve. At a is an india-rubber valve which acts 
in a similar way. The india-rubber valve is in the form of 
a circular disc covering a gridiron seating. The bars of the 
gridiron support the flexible india-rubber, and should be 
placed closer the greater the pressure on the valve. The 
valve is held by a bolt at the centre, and takes a dished 
form in rising. A guard plate prevents the valve from rising 
too high. At D are two flap valves placed back to back, 
and then termed ' butterfly valves.' They beat on a brass 
seating, and haveaguard to limit the lift, G is a mushroonllift 

11, o ' 
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or puppet valve ; it consists of a metal disc fitting accurately 
a flat or, more commonly, a conical seat. It is guided, in 
rising, either by a spindle or by three feathers underneath 
the valve, sliding in the valve seat. The bearing surface of 
the seat must be made narrow {about i',, to i\. inch), or it 
will not be tight. Consequently, as the valve is made larger, 
the intensity of the pressure on the seat increases. Hence 
there is a difficulty in using valves of this kind of lai^e size. 
Further, the lift of such a valve should be proportional to its 
diameter, to give adequate waterway when open. But when 
the valve is large and the lift greatj the shock of the valve 
in closing becomes severe and damages the valve and seat- 
ing faces. At F is a ring valve, in which these objections 
are to some extent obviated. When open the water escapes 
at both the inside and outside edges of the valve, and hence 
for a given waterway only half as much lift is necessary as 
would be required by a mushroom valve of the same dia- 
meter. At E is a valve used for large pumping engines, 
which consists of two ring valves, and gives four edges for 
the escape of the water. At c and e the valves are provided 
ftith an arrangement to accelerate the closing of the valve, 
introduced by Mr. H. Davey. This 
consists of india-rubber washers, 
forming a spring. The valve has a 
certain amount of free lift, and the 
rest is obtained by compression of 
the india-rubber. In c the spindle 
often has 3 flats planed, so as to 
form passages for the fluid when the 
valve lifts. 

121. Flap or butterfly valves. — 
Fig. iji shows the simplest form of 
flap valve, formed of a leather disc, fig. m 

strengthened and stiflfened by two 

plates of iron, of brass or of lead, which at the same time 
give weight enough to the valve to close rapidly, when the 
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pressure beneath it ceases. A butterfly valve consists of 
two flap valves placed hinge to hinge, or sometimes edge to 
edge. In the latter position the direction of motion of the 
fluid is less interfered with. The lifting of the valve is 
usually restricted to an angle of 30° or 40° ; width of seat 
^ \/d + ^ or in some cases o i D Valves of this kind are 
most commonly lifted by the fluid 

122. India rubber dm valve — \ form of valve very 
extensively used for condensers and pumps i 




circular disc of india-rubber, secureu by a bolt at the centre, 
and resting on a brass gird which forms the seating. The 
india rubber, being flexible, lifts easily from the grating, when 
any fluid pressure is applied beneath it, and closes again 
readily, and without violent shock, when the reflux begins. 
To prevent the india-rubber rising too high, a perforated 
guard plate is placed over the valve. Figs. 122 and 123 
show two of these valves. In one the valve seat is attached 
to the cast-iron casing of the condenser by bolts, and the 

' ,....Go<«lc. 



Valves, Cocks, and Sliding Valves 197 

india-rubber and guard plate are attached to it by a stud. 
In the other the seating, india-rubber and guard plate are 
all secured by the same central bolt, which bears against a 
cross bar on the other side of the casing to that on which 
the valve is placed. In each of these figures the valve and 
guard plate are removed from one half of the plan, in order 



to show the grating on which the valve rests. The india- 
rubber should not be too thin, | inch to J inch thickness 
is sufficient. The apertures of the grating should be so 
small that there is no great flexure of the india-rubber, 
and the grating area should be so large that the pressure 
with valve closed does not exceed 40 lbs. per sq. in. It is 
.....Cocglc 



198 Machine Design 

more satis^ctoiy to use several valves of 7 inches to 9 
inches diameter than to use a single large one. India-rubber 
valves should not be used for pressures above 100 lbs. pet 
sq. in. 

The guard plate is often of spherical form of a radius 
equal to the diameter of the valve. In other cases the guard 
plate is flat, and the india-rubber disc lifts bodily on the 
central stud. It is well to gi,ve a small lift in all cases be- 
fore the valve reaches the guard plate. It is now common 
to place a spiral spring above the valve to insure more rapid 
closing. 

The throttle valve used on many engines, which consists 
of a circular or square metal disc, capable of turning about 
a shaft passing through it in the direction of a diameter, is 
a kind of double-flap valve. The disc is placed in a pipe, 
and closes the passage-way when placed across the pipe, 
whilst it offers little resistance when parallel to the axis of 
the pipe. This valve is an imperfect equilibrium valve, the 
pressure on one half partly balancing the pressure on the 
other, so that the force required to move the valve is only 
equal to the difference of these two pressures. The equili- 
brium is exact, however, only while the valve is shut or so 
long as there is no sensible current passing it. If a rapid 
current is established, the pressure on that half of the valve 
which first deflects the cur- 
rent is greater than on the 
other half, thus tending to 
close the valve. 

123. Lift or puppet 
valves. — These are verj- 
various in form, the simplest 
being a circular disc, usually 
" ■ of metal, with a flat or 

bevelled edge, which fits a circular metal seating (fig. 124). 
These valves are generally placed with the axis of the valvg 
vertical, so that their weight tends to keep them closed ; but 
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they may be otherwise placed if springs or rods are used to 
close them. 

Let D be the diameter of the valve seating, then the 

watenvay through the valve seating is^D^. \i h is the 

4 
height of lift, the waterway round the edge of the valve 
when ojien is ir d A. In order that these two may be equal, 
the hft h must be one-fourth of the diameter d It is only 
possible to give so great a lift in small valves, because with 
a greac lift the valve acquires too much velocity in closing, 
and there is a violent shock, causing vibration and damage 
to the valve seat. It is necessary often to restrict the lift to 
a less amount than would otherwise be desirable, and then 
ihe resistance to the passage of the fluid is increased. Hence 
it Is better to use two valves of diameter 0707 d than a 
simple valve of diameter d. For pumps the mean velocity 
of water through the seating is generally limited to 3 feet 
per second. Let s be the width of the bearing surface of 
the valve and seat, measured on a plane at right angles to 
the direction of lift of the valve. Then itdj is nearly the 
effective area of the bearing surface. If / is the greatest 
difference of pressure on the two sides of the valve, then 
pj-ir D J is the crushing pressure on the narrow valve seating. 
Experience shows that it is not desirable that this pressure 
should exceed certain limits. 

Greatest pressure on surface of valve seal 
Gun-metal . . . 2,000 lbs. per sq. in. 
Phosphor bronze , . 3,000 „ „ „ 
Cast iron .... 1,000 „ „ „ 
Leather and india-rubber . 700 „ „ „ 
These values determine the minimum width of valve 
seat In valves for water the part of the seat on which the 
valve beats is sometimes of lignum vitae, sometimes of 
leather, sometimes of an alloy of lead and tin. For air-com- 
pressor valves tin is used, for steam gun-metal. 
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Fig. 125 shows a conical disc valve and casing. The 
valve is guided in rising and falling by three feathers which 
fit the cylindrical part of the seating, and are shown m the 



plan of the valve. The lift of the valve is limited by a pro- 
jection on the cover of the casing. The fitting part, or face 
of the valve, should be narrow, as it is then more easy to 
make it tight. It must, however, present area enough to 
resist deformation by the hammering 
action of the valve. The inclination 
of the face of the valve is usually 45" 
with the axis of the valve. The hori- 
zontal projection of the bevil may have 
3 width c^'i^+i'ff' •*'■ ""^y ^^ deter- 
mined for the pressure. Conical disc 
valves may either be actuated by the 
fluid pressure or by hand. In the latter 
case they are opened and closed by a 
screwed rod. 
Fig. ijj Fig. r26 shows a ball valve, which 

acts in precisely the same way as a disc 
valve, except that, as the surface of the ball is accurately 
spherical, it fits the seating in every position. The only 
guide required is, therefore, an open cage, which limits the 
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play of the valve. Such valves are often used for small fast- 
running pumps. To lighten ihe ball it is often made hollow, 
The proportions of valves depend partly on the diameter. 
Thus the area of the waterway must be constant, and the 
linear dimensions of the casing are proportional to the 
valve's diameter. But the thicknesses are in most cases ex- 
cessive as regards strength, especially in small valves, and 
do not increase in the same proportion as the diameter. 
For these the empirical proportional unit 

will be adopted, where d is the diameter of the valve. 
Mechanically -CONTROLLED Valves 
124, Screw-down valve. — Fig. 127 shows a lift valve ar- 
ranged to be worked by hand instead of automatically. Such 
screw-down valves are now 
largely used in place of cocks, 
being tighter and free from 
liability to stick. The valve 
rod passes through a stuffing- 
box, and is made so long that 
the screwed part does not 
come in contact with the 
stuffing-box packing. The 
valve is fixed on the end of 
the rod by a pin in such a 
way that it can turn round. 
It does not then grind on 
the seat when screwed down. 
For steam the valve faces are 
of gun-metal ; for water one 
of the valve faces may be of p. 

leather, of india. rubber, of 

vulcanised fibre, or, in large valves, ot hippopotamus hide. 
When used for water, it is convenient that the pressure 
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should be on the under side of the valve when dosed ; 
then there is less danger of leakage at the stuffing-box. 

125, Double-beat or Cornish valve. — ^The objection to a 
great lift in metal valves has already been mentioned. In 
the double-beat valve, two valve faces are obtained in the 
same valve, and two annular areas are opened when the 
valve lifts. For a given .area of opening, the lift is only 
about one-half that of a simple lift valve of the same 
diameter. Fig, 128 shows a 
Cornish valve for a pumping 
engine. This valve is raised 
and lowered by a cam acting 
on an arrangement ot levers. 
The lower seating is carried 
directly by the steam-chest 
The upper seating is carried 
by four feathers or radiating 
plates cast with the lower seat- 
ing. The valve itself is ling- 
[ shaped. Since the two valve 
faces are nearly of the same 
diameter, another subsidiary 
advantage is gained in this 
form of valve. The valve is 
pressed down on its seat, partly 
by its weight, partly by the 
Fig, ,j8 steam pressure acting on one 

side of it. If the valve were 
a simple disc valve, the steam pressure would act on an area 
J X D*, where d is the diameter of the valve. As the valve 
is annular, however, the steam presses only on the area 
i TT (d,*— Dj') where d, and Dj are the diameters of the two 
faces. Hence the valve is easily lifted against the steam 
pressure. If the valve is to lift so that the area through 
the valve is equal to the area through the lower seating, the 
height of lift must be determined by the equation 
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T (d, + Da) a = - D,» 



1 25(1. Sir IV. Thomson's valves. — In the case -of most 
valves closed by a screw, the valve comes down on the 
seating always in the same position, and having once touched 
the seating any further motion is arrested. If there is any 
obstruction on the seating it at once becomes jammed 
between valve and seat, and if the valve and seating are 
indented, the indents always come ti^elher again whenever 
the valve closes. In some automatic pump valves arrange- ■ 
ments are made causing the valve to twist a little in rising, 
so that it does not always beat on the same place. It 
occurred to Sir W. Thomson that a valve might be arranged 
so that there was a definite grinding action of the valve on 
its seating every time it was closed, this grinding tending to 
keep the valve and seating true, and to obliterate any 
accidental damage. 

Fig. 128a shows a 2-inch check valve arranged in this 
way, which is manufactured by the Palatine Engineering 
Company, Liverpool. The stuffing-box is also got rid of, so 
that there is no perishable material in the valve. The valve 
is shown at v, and is quite loose from the screw plug above. 
Two lugs on the valve project up into a slot between cheeks, a, 
in the lower part of the screw plug, so that as the screw 
plug turns the valve must turn with it. A pin d with a 
spiral spring resting on a shoulder presses the valve down 
perfectly centrally. As the screw plug s is turned, the valve 
is forced down by the spring, and after it reaches its seat it 
still goes on turning til! the central pin b jams between the 
valve and screw plug. During this turning the self-grinding 
of the valve faces goes on. In the upper part of the valve 
casing is a conical plug c ground accurately into the casing. 
This replaces the stuffing-bat, and is held up by a phosphor 
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bronze disc spring d. A loose link between the conical 
and screw plugs transmits the twisting effort from the hand- 
wheel to the screw plug. 

It will be seen that the valve is free from any packing 
needing to be replaced, the parts are all strong and free from 
any liability to be bent by rough usage, and ihey can all be 
completely fitted by machinery. 

The same principle has been applied for ordinary draw- 
off cocks for houses. One of these is shown in fig. i z&*. 
The valve is separate from the handle and screw plug, but 
at the same time is 
forced to rotate with 
it, having two lugs 
which slide in slots 
in the screw plug. A 
phosphor bronze 
spiral spring in the 
cylindrical recess 
presses down the valve 
to the bottom of its 
range. In closing the 
draw-off cock, the 
loose valve first comes 
down on the seat. 

Continuing to turn Pi^ ,^8^ 

the handle, the spiral 

spring is compressed and at the same time the valve is rotated 
on its seating while subject to the pressure of the spiral spring. 
In this way a slight grinding action occurs, tending to keep 
the valve and seat true, every time the valve is closed. 
In use these valves are found to keep in perfect order, and 
similar draw-off cocks have been opened and closed by 
mechanical means at a rate and for a time which would 
represent fifty years of ordinary wear. At the end of this trial 
both valve and sealing were in perfect order. 

Besides the self-grinding action, the stuffing-box is got 
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nd of in this draw-off cock. A small pipe leads any leakage 
which passes the screw thread back into the current of water 
flowing out of the cock. Thus there is no perishable material 
or packing in the cock, and there is no reason it should not 
remain permanently in perfect order without any regrinding 
or attention. 

1 26. Controlled kydraulkalfy- moved valves. — In pressure 

engines and^ome other cases it is convenient to use valves 

moved by the action of the fluid, but under conditions 

which place under control the times at which the valves 

open and shut. The general 

principle is to connect the 

valve to a piston in the valve 

chamber, and to use a small 

subsidiary slide valve to admit 

or release the pressure on the 

back of the piston. 

Fig. 129 shows a valve of 

this type designed by Mr, 

Henry Davey ('Proc Inst 

Mech. Eng.' 1880, p. 245). 

The water is admitted to the 

pressure engine through the 

^ passage a, and is exhausted 

Fig. 119 through the passage 6. The 

valve chamber contains an 

ordinary puppet valve e, rigidly attached to the piston c, 

and a second valve d which has two conical seatings, an 

inner and outer, on its bottom surface, and which itself 

forms a piston or plunger. The under surface of the piston 

C and the upper surface of the valve d are always subjected 

(0 the water pressure. To the upper surface of the piston e 

the pressure is alternately admitted and released by a small 

subsidiary slide valve. In the position shown the pressure 

is on the top of piston £, and water is being admitted 

through the centre of valve d to the engine cylinder. If 
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now the pressure on the top of € is released, it will rise, 
lifting the puppet valve k so as to close the admission of 
water to the engine cylinder, and afterwards lifting danA e 
together so as to open the exhaust. On readmitting water 
to the top off, the reverse action takes place. As ^descends 
the exhaust first closes, from d coming down on its outer 
seating, and then e opens. The areas of i/are so arranged 
that there is always an unbalanced pressure acting downwards. 

Sliding Valves and Cocks 

127. Sliding vakxs.—^^\Ti^ valves are more commonly 
used than any others for stop valves, which are opened and 
closed by hand ; they may be divided into two classes : (i) 
those with plane faces and seats ; (3) those with cylindrical 
or slightly conical faces and seats. The former class includes 
engine slide valves and the sluices, often very large, which 
are used as stop valves on water mains. The latter class in- 
cludes the hand-worked valves commonly known as ' cocks.' 

Sliding sluice valve. — Fig. 130 shows a form of sliding 
sluice valve often used on water mains and often constructed 
of very large size. At first these valves were made with 
only one face, and were kept tight by the water pressure on the 
back. Now they are almost always double faced, as in fig, 
130, and close the pipe against flow in either direction. 
The double-&ced valve is due to Mr. Nasmyth. The valve 
is wedge-shaped, so as to lift without much friction when 
once started. It is desirable to make the screw of gun-metal 
to prevent oxidation. In large valves the screw and its nut 
are outside the valve casing, where they are more accessible 
and more easily lubricated. 

128. The term 'cock' is sometimes used for any valve 
opened or closed by hand, but it is more properly restricted 
to valves which are neatly cylindrical, and which rotate in 
seatings of the same figure. In ordinary cocks, the seating 
is a hollow, slightly conical casing, and the valve, which is 
termed a ' plug,' fits accurately in the seating. The passage- 
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v^y for the fluid is formed through the plug. By rotating 
the plug in one direction its apertures are made Lo coincide 
with the entrance and dischai^e orifices of the casing. The 



cock is then open. By rotating it in the other direction 
the holes in the plug are brought over blank parts of the 
casing and the cock is closed. The slight taper given to 
the plug enables it to be accurately fitted, by turning and 
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grinding, to its seating, and it can fram time to time be 
refitted. Each time it is refitted the plug sinks a little lower 
in the casing. If the plug were cylindrical this refitting 
would be impossible. The objection to the use of cocks 



Fig. 131 

in many cases, especially for pipes of large size, is that a- 
good deal of power is required to move them, and this is 
partly due to the conical form, which increases the friction. 
The simplest cocks have a solid plug, which is kept ir» 
place Ijy a screwed end. When the cock is small, the casing 
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has a screwed socket on one side and a screwed end on the 
other, for the attachment of the cock to the pipes with which 
it is connected. But in larger cocks, the inflow and outflow 
orifices are provided with flanges (fig. t3T). 



For small brass cocks, with socket and spigot ends, the 
following proportions may be adopted : — 
Diameter of waterway of cock = d 
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Diameter of plug at centre e= i-i^^^.^ 

Height of hole in plug = i-jrf 

Width of hole in plug = o-^d 

Total length of tapered part of plug = 2-id to ^d 

Side of square for handle = o-jd 

Height of square for handle = o-^ 

Thickness of metal = oid-Y-fe 

Diameter of plug screw = 0-35^ 

„ screwed end = rf+ /^ 

Internal diameter of socket end = d+-^ 
Total length = 3-3^ 
Taper of plug = i in i£ to i in 9 on each side. 

For cocks with flanged ends, like that shown in fig. 131, 
the proportions are the same. When the cock is not very 
small the thickness is best obtained from the rule — 
/=^Vrf + f3g for cast iron 
= ,'jV'/+i% for brass. 
Some proportions are marked on the figure. 

129. Large cocks connected with boilers, and in situa- 
tions where failure would be dangerous, are best made with 
closed ends, as shown in fig. 132. The proportions of cocks 
of this description are a little different. 
Diameter of watenvay=</ 
Thickness of plug (brass)=o-i2v'^+| 
„ „ (cast iron)=o■I8^/^+i 

shell(biass)=oi8v'5+J 
„ „ (cast iron)=o-zs^/a'+^. 

The shell may be reduced to the same thickness as the 
plug in parts which do not require to be turned. 
Diameter of plugat centre=i-i8j/ 
Size of openings in plug=i'r8rfxo-66if 
Overlap of plug at top and bottom =o'o8rf+ 04 
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Depth of stuffing-box=Jrf+ J 
Depth of gland=aV+i 
Diameter of studs in cover, |rf+i- 
Taper of p!ug=i in la on ^ch side. 
Some other proportions are marked on the figure. 

130. Dewranee's asbestos packed cocks. — Ordinary taper 
plug cocks, when used for steam purposes, often give trouble 
by sticking fast or leaking. The expansion of the plug causes 
sticking, and grit between the surfaces causes abrasion and 
leakage. Hence Messrs. Dewrance have introduced cocks 
packed with asbestos like a stuffing-box. The plug is 
smaller than the shell, so that there is room for expansion. 
The plug is packed with strips of asbestos in recesses 
running down the shell. There are four grooves down the 
shell, and a recess also at the bottom under the plug. 

Theory of the Action of Automatic Valves 

131. An automatic valve is one which is opened by the 
action of the fluid pressure and closed by the action of its 
own weight or by a spring. To open the valve there must 
be an excess of fluid pressure below it. While open, the 
effective closing force, consisting of the weight of the valve 
(immersed in water) together with any applied force, such 
as a spring pressure, must be balanced by the forces due to 
the deviation of the water round the valve, producing an 
excess of pressure below, and probably, in consequence of 
the curvature of the stream lines, a diminished pressure at the 
back. Lastly, as the flow through the valve diminishes, the 
effective closing pressure should be sufficient to bring it to 
its seat, before any reflux can take place. 

Taking the case of a pump valve, to be more definite^ 
the valve ought to open and close immediately at the turn 
of the stroke of the pump bucket or plunger. It should 
cause as little loss of head as possible while open ; it should 
be tight against leakage when closed. The last condition 
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depends chiedy on accurate workmanship. If the velocity 
through the valve is not excessive (usually 2 to 6 feet per 
second), the resistance of the valve is not generally a serious 
item of loss of efficiency. Consequently the accurately- 
timed opening and closing of the valve are the considera- 
tions practically most important. 

For the valve to open easily and fully the effective 
closing force must be as small as possible. On the other 
hand, if the closing force is too small, the valve closes late, 
and thence occur shocks, the most setious evil arising in the 
use of valves. Further, if the valve is of a given weight 
and lifts during flow to a given height, its closing, due to 
the acceleration caused by the effective closing force, re- 
quires a definite time. Consequently for any valve there 
will be a limit to the number of strokes per minute of 
the pump, beyond which the time allowed for closing 
will be insufficient, the valve will close late, and shocks 
will arise. According to experiments of Bach, it appears 
that it is prejudicial to try and get rid of shock by limit- 
ing the lift of the valve by fixed slops. Quicker closing 
can only be secured by increasing the effective closing 
force. 

A remarkable series of observations has been made by 
Prof. Riedter ' on the action of pump valves, of very 
various kinds. He used an indicator somewhat like an 
engine indicator to obtain curves of pressure during the 
action of the valves. It is a result of these observations 
that he has traced shocks, caused by the action of valves in 
pumping engines, chiefly to the suction valves, and he re- 
gards the accurate action of these as of the highest im- 
portance. Suppose the suction valve closes late, that is, 
after the pump plunger has returned through part of its 
stroke and acquired some velocity ; then, when at last the 
suction valve closes and the delivery valve lifts, the entire 

' ' Indicator- Ver$ucb« an Pumpen.' Von A. Riedlei. Muncben, 
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column of water above the delivery valve has to be 
suddenly accelerated. The shock is greater, the greater 
the velocity of the plunger at the moment and the greater 
the length of the column. Very heavy valves begin to close 
before the turn of the stroke, and then shocks are less possible. 
Quietness of action is secured, though at the expense of some 
additional resistance at the valve. 

132. T/u excess 0/ pressure due to the area of valve seal. 
— If we suppose a valve, fig. 133, to fit its seat so tightly that 
there is no pressure between the faces of valve and seat, 
the pressure /1 above the valve acts on a larger area than 
the pressure / below the valve Neglecting the weight of 
the valve, at the moment when the valve opens, — 



P-Px-- 



d^ 



where/ —/) may be termed the excess pressure due to 
the area of valve seat. If ths assumption that there is no 
pressure between the 
valve and seat were true, 
this excess pressure 
would be in many cases 
important, and, in fact, 
it has been supposed to 
have a great influence on 
the action of the valve. 
Experiments with indi- 
cators, especially those 
of Prof Riedler, show 
that this excess piessure 
does not exist, or at all events is much smaller than it would 
be if the above assumption were true. Suppose, however, 
there is a fluid layer between the faces of valve and seat 
Then the pressure must vary from / at the inner to /i at 
the outer edge, and its mean value cannot be very diflerent 
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from \ (p+pi)- Then, still neglecting the weight of the 
valve, when the valve opens, — 

pd'+ n* + /[) W- d') =Pid,' 
which is only satisfied if 

P=Pi, 
so that there is no excess pressure due to the seating, a 
result which agrees much better with experience. 

Effective closing force of valves in terms of the velocity of 
the ifflfer.— Consider the conditions of equilibrium when 
the valve is open. Let the dimensions be taken in feet, 
the pressure in lbs. per sq. ft, the velocities in ft. per sec. 
Let G be the weight of a cubic foot of water (62'4 ibs.). 
Let ^ be the effective force tending to close the valve in 
Ibs. per sq. ft. of its projected area. This consists of the ■ 
weight of the valve in water (about seven-tenths of its 
weight in air) together with any applied closing force, 
divided by the area of the valve. 

Since the volume of tlow upwards through the passage 
under the valve at velocity v must be equal to that 
horizontally between valve and seat, 

• (■) 



■d^kv^ 


= '(^» 




4 


Sx =. 


d^ 




XdTA' 



'^-V'/-^ 



= ^p-p, . . 

very nearly. Putting this value in (i), 

But since there is equilibrium 

p — p\ =-q lbs. per sq. ft. 
4^1 A ^g=d^v 
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Let dt Ajd^ = k, the ratio of area of opening of valve to area 
of passage below valve. Then 

i= . J J J 

q =s '062 v^ '111?^ "25 v* v^ lbs. per sq. ft 
Taking f = 3 and 6 ft, per sec, and reducing to lbs, pet 
sq. inch, 

*= ■ J i J 

» = 3 ; qsz '0039 -0069 0156 0625 lbs. per sq. in. 
zr = 6 ; ^ =: 0156 '0276 -0724 2500 „ „ 

which shows that the valve must be of small weight to give 
an area of lift equal to the passage under the valve. 

This theory must, however, be taken only as a rough 
approximation. The form of the valve, affecting the cur- 
vature of the stream lines in the valve box, may greatly 
influence the lift for any given velocity of flow. 

Some experiments by Prof, Bach ' on small valves show 
that if O is the area through the valve seat, a> the area 
between the valve and seat, v the velocity through the valve 
seat, then the effective closing force is given by an equation 
of the form 



f; [-"(")']■ 



Let s be the length of stroke of the pump and » the number 
of strokes per minute ; then for any given description of 
valve the limit of speed at which the valve closes quietly 
js given by an equation of the form 

«* J = constant, 

' 'Versuehe iiber Ventilbelaalung,' Berlin, 1884; 'Zeitscb. d'lnge- 
nieure,' 1SS6, 
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and at that limit the effective closing force is given by the 
equation 

^ = n'^s X constant. 

133. Prof. Riedkr's valves. — As accurate closing of 
valves is so important, and as the conditions to secure this 



conflict with the conditions of easy and full opening, it has 
occurred to Prof. Riedler to arrange valves so that they 
open very easily and automatically, and then to secure the 
closing at the proper moment by mechanism. He has 

, ' -.■«'><«i^ 



2l8 Machine Design 

applied such valves with veiy great success, both in pumping 
engines and air compressors. 

Fig, 134 showsavalve foran atrcompressor. Thevalve 
» is a double-beat valve, and c is the valve seating. In the 
centre of the valve is a helical spring which presses the 
valve upwards, almost but not quite balancing its weight 
Above Ihe valve is a rod b, not attached to the valve, and 
driven by an eccentric or cam connected with the lever and 
rod d. This rod, except when lifted by the eccentric, is 
strongly pressed down by the spring s. The eccentric lifts 
the rod b before the time of opening of the valve, so that it 
opens by the action of the fluid pressure automatically. 
When the valve is to be closed, the eccentric allows b to 
force the valve down by the action of the spring s. 



.c,=. Google 



CHAPTER X 

VALVE GEARS 

134. Steam-engine slide valves. — Of all the kinds of 
valve used to eifect the distribution of steam to steam- 
engine cylinders, the slide valve is by far the most com- 
monly adopted. The full treatment of the action of the 
slide valve is beyond the scope of this treatise ; a short 
description of the more simple slide-valve gears is all that 
can be attempted. 

In its simplest form, the slide valve consists of a dish- 
shaped rectangular piece (fig. 135), the face of which is ac- 
curately planed and sometimes scraped to a true plane 
surface. The valve slides upon a seating, also accurately 
planed, in the steam chest, and termed the cylinder face (§ 29), 
In the cylinder face are formed three ports, two communicat- 
ing with passages leading to the ends of the cylinder, and 
termed steam ports, the third communicating with the 
atmosphere or condenser, and termed the exhaust port.. 
The slide valve is pressed down on its seating by the excess 
of steam pressure on its back over that on its face, and 
■ leakage is prevented by the accuracy of fitting of the valve 
and its seating. 

The ordinary form of the valve in longitudinal section 
is D-shaped, as shown in fig. 135. It has two flat faces, 
which, when the valve is in mid position, cover the steam 
ports, the arched part of the valve covering at the same 
time the exhaust port. If the valve moves in either 
direction from mid position it uncovers one steam port and 
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admits steam to one end of the cylinder. At the same 
time the other steam port is put in communication with 
the exhaust pass^e. The reciprocating motion of the 
valve which opens the ports alternately is effected by an 
eccentric (p. 92), which may be regarded as a very short 
crank, keyed on the same shaft as the engine crank. It is 
obvious that the greatest travel of the valve each way from 
mid position is equal to the radius of the eccentric, except 
when modifying levers are interposed. 

Slide valves have been made of cast iron, of gun-metal 
and of phosphor bronze. The wear of cast-iron valves 
appears to be one-third less than 
that of ordinary gun-metal valves, 
and the friction is less also. The 
faces of the valve and seating are 
sometimes scraped to true planes. 
It appears to be sufficient, how- 
ever, in valves of moderate size, 
to plane the surfaces so that when 
in position thedirection of planing 
for the valve is at right angles to 
that for the seating. They then 
p- wear to good surfaces. 

F'g- 13s shows a slide valve in 
three positions. At a the valve is in mid position, the 
centre line of valve coinciding with the centre line of the 
cylinder face. At b the valve has already opened one port 
a little to steam and the other to exhaust. The valve has 
travelled a distance £0 f'o™ ""'d position. This is the 
position when the crank is at the dead point and the piston 
stroke beginning. The amount of the opening of the port 
at the moment the stroke of the engine begins is called the 
lead of the valve. At c the valve is at the end of its travel 
towards the right, and the valve has travelled a distance 
£„ from mid position equal to the radius of the eccentric. 
Neglecting the small disturbance introduced by the 

- .....Go<«lc 




Va/ve Gears 221 

obliquity of the eccentric rod, the valve is at the ends of its 
travel when the eccentric is at its dead points on the line of 
stroke, and the valve is in mid position when the eccentric 
is 90° from its dead points, or at right angles to the line of 
stroke 

135. Disfurbana introductd by obliquity of eccentric rod. 
Setting valve to equalise lead. — With an indefinitely long 
eccentric rod the travel of the valve would be exactly 
symmetrical on either side of mid position, equal travel on 
eidier side from mid position corresponding to equal angles 
of rotation of the crank and eccentric radius. Then, to 
sectue a similar distribution of steam to both ends of the 
cylinder, the centre of the valve in mid position must 
coincide with the centre of the cylinder face. The obliquity 
of the eccentric rod introduces a small amount of unsym- 
metry in the forward and backward travel of the valve. 

It is customary, in setting the valve in the workshop, to 
adjust the length of the valve rod so that the lead of the 
steam edge of the valve is the same for both steam ports ; 
that is, the valve opening is made the same, with the crank 
at both dead points. It will then be found that the centre 
of the valve's travel does not exactly coincide with the 
centre of the cylinder face^ being a httle on the side of the 
interior dead point, or dead point nearest the cylinder, 

136. Lap and lead of slide valve. — In the earliest 
slide valves the width of the faces of the valve was sensibly 
equal to the width of the steam ports. Then, the moment 
the valve passed its mid position, it began to open one 
port to steam and the other to exhaust. Apart from a 
circumstance to be mentioned presently, the steam piston 
must be at the end of its stroke at the moment steam begins 
to be admitted on one side and exhausted from the other. 
It follows that, with this form of valve, the valve is at mid 
stroke when the steam piston is at the end of its stroke ; 
consequently the eccentric must be at right angles to the 
crank. 
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It was discovered, however, that with this anangement 
the steam entered and left the cylinder with difficulty at the 
beginning of each stroke, in consequence of the very 
gradual opening of the slide valve. To afford a wider 
openii^ to the steam, it was found necessary that the valve 
should be already a little open at the beginning of a stroke. 
To secure this it is only necessary to fix the eccentric a 
little more than 90' in advance of the crank. The width 
of port open at the beginning of the stroke, at the steam 
edge of the valve, is termed the lead, and will be denoted 
by.. 

Next it was found desirable to make the faces of the 
valve wider than the steam ports, so that when the valve is 




in mid position (fig. 136) the valve faces overlap the edges 
of the ports. The width of overlap on the steam edge trf 
the valve is called the outside lap, o, and that on the exhaust 
edge of the valve the inside lap, i. Generally the former is 
greater than the latter. Then one port opens sooner or 
more widely to exhaust than the other to steam, and this 
diminishes the back pressure without sensibly diminishing 
the work done by the steam in the forward stroke. 

The valve must be open at the beginning of the stroke 
on the steam edge by the amount e fixed for the lead. Hence 
at the beginning of a stroke the valve must have already 
travelled from mid position a distance i,a=o-\-e. The 
eccentric must therefore have also passed its mid position 
at right angles to the crank by an angle necessary to move 
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the valve through a distance ^o- This angle, which will 
be denoted by 0, is called the ang/e of advance. The angle 
of advance may be regarded as made up of two angles, 
one corresponding to the movement of the valve through 
the distance o, which may be called the 'lap angle,' and 
one necessary to move it the further distance e, which is 
the opening of the port at the beginning of the stroke, 
and which may be termed the ' lead angle.' The whole angle 
between the crank and eccentric radius, or 90' + H, which is 
a fixed angle for simple valve gears, may be called the angle 
of keying. 

One effect of giving outside lap to the valve and advance 
to the eccentric is that the valve closes the steam port before 
the end of the forward stroke. Then the steam is cut off 
before the end of the stroke and the valve acts as an expan- 
sion valve. There is a limit to the amount of lap which 
can be used with an ordinary slide valve. To whatever 
extent the opening of the exhaust is made earlier, to the same 
extent the closing of the exhaust is made earlier also. H 
the exhaust is closed too soon, steam is retained in the 
cylinder and compressed, as the piston returns, into the 
small clearance space at the end of the cylinder. This 
action is termed 'cushioning,' A moderate amount of 
cushioning is useful, but excessive cushioning would be 
prejudicial. To prevent this the outside lap is usually not 
greater than is sufficient to close the steam port at S'hs of 
the stroke. When more expansion is wanted, a double-slide 
valve or some other arrangement is used. 

Fig. 136 shows a section of a slide valve and of (he 
steam ports, taken parallel to the direction in which the valve 
moves. The dotted lines show the positions of the valve 
at the ends of its stroke, in either position completely un- 
covering one port to exhaust, and partially uncovering the 
other to steam. In this figure a is the width of steam 
port, ft the outside lap,#-the inside lap, and p the half travel 
of the valve or eccentric radius, 

' .....Go<«lc 



224 



Machine Design 



137. Area of steam poris.~T\iG area of the steam 
ports must be so arranged that the mean velocity of the 
steam does not exceed 80 to 100 feet per second. Let O 
be the piston area and m the area of each steam port, then 
the ratio of port area to piston area is as follows :— 



For locomotives which run at a high but variable speed, 
■,i=-o7Q. Let / be the length and a the width of each 
steam port Then a/=u=(^ja The proportions of 
the port are variable ; the length / may be from 0-5 to 0-8 
of the cylinder diameter, and the ratio - is 6 in small en- 
gines, 7 in medium engines, and 9 in large engines. Let d 
be the cylinder diameter, and let /=^D, a=ya. Then 
suitable values of ^ and _)< are given in the following table ; — 



^ 


, 


- 


y 




■4 


■078 
-086 


I 


■062 

■072 




■6 






■078 




7 






■098 





■087 



It may be noted that the frictional loss of pressure of 
steam in steam passages is proportional to its density, and 
its density increases almost directly as its absolute pressure. 
Hence, if the loss in the passages is to be restricted to a 
given number of pounds pressure, the ports must be lai^er 
the greater the pressure of the steam. Some remarks on 
the unexpectedly large loss of pressure in passages and ports 
when high pressure steam is used will be found in Willans 
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on Non-condensing Steam Engine Trials, ' Proc. Inst, Civil 
Eng.' vol. xciii. Some constructors allow about 90 sq. ins. 
of port opening to steam and 140 sq. bs. to exhaust, per 
lb, of steam used in the cylinder per stroke. This rule 
allows an area increasing directly as the density of the steam 
at release. 

The whole width of the steam port is opened to exhaust, 
but often only o'6 to 09 of the width to steam. 
1 38. Proportions of ike slide valve : — 
Let a=width of steam port. 

«fl=greatest width opened to steam. 
(?s= outside 1^. 
/= inside lap. 
f=lead ; ^=inside lead. 

^=width of bar between steam and exhaust ports. 
ii'=width of exhaust port 
l>=half travel of valve, or radius of eccentric. 
r=radius of crank or half stroke of engine. 
c=ratio of eccentric radius to length of eccentric 

rod. 
£=distance valve has travelled from its mid position 
when the crank has moved through an angle 
from the dead point. 
/=distance piston has travelled from beginning of 

stroke at the same moment. 
9=angle of advance of eccentric, so that the eccen- 
tric is Qo^+fl in advance of the crank. 
The width i of the bars is fixed empirically. In small 
engines it may be= — I- J, and in large engines it is deter- 
mined almost entirely with reference to convenience of 
casting, and should be at least equal to the cylinder thick- 
ness. The inside lap, i, is generally small, and may be from 
■o7Sfl to 'la. The outside lap, o, is determined by the 
point at which steam is to be cut oif. Very commonly o is 
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from o'2S(i in slow to odda in fcst engines. Then, if the 
valve and eccentric are directly connected, 

p=«a+^=fl+/ . . (i) 

If these equations are satisfied, o and i are not indepen- 
dent when a and « a are fixed. 

The lead e may be from iV P in slow to ^ p in fast 
engines. 

The angular advance of the eccentric, W, if the obliquity 
of the eccentric rod is neglected, is determined by the equa- 



sin fl='^x£ nearly . . . (2) 

This determines fl, and then the angle between the crank 
and eccentric radius, or angle of keying, is 90" + H. The 
foliowii^ table gives some values of fl ; — 









Whs 


,. 




' 




■■i 


■. 


- 1 ■' 


■3S 


1 


'3 I 


13° 16' 

.4 6 

IS 58 


IS- 13' 

;i5i 


18° 13' 1 21° IS 

20 6 1 23 u 

22 2 25 10 


24" 22- 
126 21 
28 23 



The equation is not quite exact, because of the obliquity 
of the eccentric rod, but the error is not great in ordinary 

The inside Iead=tf'=p sin fl-/. The inside and out- 
side lead and lap are connected by the equation, (»+^=i+«'. 

The width a' of the exhaust port must be equal to or 
greater than 2 p—b. 

The width of the hollow under the valve (measured 
parallel to the direction of the valves' motion)=2(rt+<i-p) 

1 39. Travel of valve and corresponding crank angle when 
the influence of the obliquity of the eccentric rod is neglected.— 
Let a line through the two dead centres of the crank -pin 
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circle be termed the ' line of stroke.' Generally this line is 
also parallel to the axis of the cylinder. If the obliquity of 
the eccentric rod is neglected, the valve is in its mid posi- . 
tion when the eccentric radius is at right angles to the line of 
stroke. Let that position be termed, for shortness, the mid 
position of the eccentric. As the eccentric moves ihrough 
an angle <i from its mid position, the valve travels a distance 

£=psin,. . . . . (3) 
which will be + or — according as a lies between 0° and 
180", or between iSo^and 360°, •■ being measured in the 
direction of motion of the crank. Since the eccentric is 
90" + in advance of the crank, 

where is the angle through which the crank has moved 
from its position at the beginning of the stroke. Hence 
£=psin(^+e) . (4) 

The opening of tlie port to steam ia 

zir=ii—o=p sin (^+fl)— o, 
and the opening of the port to exhaust is 

«''=—£—/= ~p sin (^+fl)— /. 
\Vhtr\ admission begins and when steam is cut off, a)=o ; 
and when exhaust or compression begins, w'=o. Inserting 
these values, we obtain four values of-the crank angle for 
each edge of the valve and for one revolution of the engine. 



For 






(* + «)liesbeiween 


Admission 

Cutoff 


1- 


sin (♦, + «) =J- 


o''and 90" 
90° and l8o° 


Release 
Compiession 


}- 




180" and XTO" 
270° and 360° 



„.Go<«lc 



228 Machine Design 

From these equations the values of ^+ft, and therefore 
of ^ can be obtained. Tbe angles are connected by the 
relations ^a=i8o°— f,— afl; ^4=180°— ^j— ad. 

The following form of the same equations is sometimes 
more convenient ' : — 

Since sin 9=^^, 0=0 sin 9— ft 

P 
Hence, 

jff = f — (» = < + pisin(^+fl)— anfll. 
For admission and cut ofl^ w ^ o, and we get 

sin (a + fl) =s sin e — - ; 
p' 

For admission, 4, = air — j 

'^' pcostf 

For cut off, *, = IT - afl + — ^. 
pcostt 

The angles are in circular measure in these equations, 

and can be reduced to degrees by multiplying by — or by 

57-J 

Similarly, since / + e* = (» + e, 

r = psinfl-e 

w' = — i-i=e - p I sin (^ + fl) + sin fl j . 

For release and compression^ ai' = o ; then 

sin (A + e) = — sin» + -; 
P 

For release, ^3 = t :; ; 

pcostt 

For compression, ^4 = air — b0 + ■ -. 

> ReEal, <M£canique G£n£tale,' voL iv. p. aSS. 
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140, Position of piston for given crank angles, when the 
obliquity of Ihe. connecting rod is neglected. — If / is the distance 
the piston has travelled from the beginning of its stroke, when 
the crank has revolved through the angle ^, measured from 
the dead point, then if the obhqulty of the connecting rod 
ts neglected 

/=»'(i-cos^) . . . <5) 

where cos ^ is negative, if ^ lies between 90° and 270°, By 
inserting the values of ^, obtained above, we obtain approxi- 
mately the position of the piston for admission, cut off, 
release and expansion. As, however, the obhquJty of the 
connecting rod sensibly affects the position of the piston, it 
is better to set off the' positions o( the crank corresponding 
to tile above values of 9 on a diagram drawn to scale, and 
then by laying off the connecting-rod length, the position of 
the piston is found exactly ; or the graphic constructions 
given below may be used. 

141. Crank angles corresponding to given ratios of expan- 
sion. — Let /a be ^e travel of the piston corresponding to 
the crank angle ^a at cut off. Then l^jzr is the ratio of cut 
off. The following table gives the relation between these 
quantities, when the obliquity of the connecting rod is 
neglected ;— 



jl.= o-4 0-4S 

t, = ;8i° 83 

i = o-; 0-7S 
», =1134° I JO 


OS 
90 


OSS 
56 


06 
loii 


065 
■o,i 


oS 
127 


0-85 
.34i 


09 
■43 


o'9S 
154 


: ratio 2 »-//a is the ratio of expansion or number of times 
steam is expanded. 



141. Graphic methods of determining the relation between 
piston travel and crank angle. Miiiler circles. — The altera- 
tion of the position of the piston due to the obliquity of 
thti connecting rod cannot be neglected in studying valve 
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gears. The algebiaica! expression for the piston travel, 
when the obHquity of the connecting rod is taken into 
account, is complicated, but there are easy ways of finding 
it graphically. Fig, 137 shoe's a construction due to Prof. 
Miilter. Let a b be the cylinder, the piston being initially 
at A, F « the counecling rod, and ec the ciank. Foi sim- 




plicity the piston is reduced to a line, and the connecting 
rod supposed attached directly to the piston, but this in no 
nay alters the motion. 

Let the crank length i; c = R, the connecting-rod length 
e p = L. From centre C with radius L + R describe the 
circle X and with radius l - r the circle Y. From centre i 



.ooyi 
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with radius L describe the circle z. The points i and e are 
the interior and exterior dead points. As the crank travels 
from c I to c e, the piston travels a distance A p, which may 
be found by taking e p = l. It is more easy in many cases 
to produce c e to cut the circles z x in m n. Then mn = 
A p. Join m I, m p, e 1. In the triangles iem,iep,mi = 
e p, being radii of the circle z ; and e 1 is common to the 
two triangles. Also since c <f = c 1, the exterior angle 
mei =.pie. Hence the triangles are superposable and 
e m = I p. But en = iA. Therefore mn = AP, the piston 
travel. 

The Zeuner valve diagram gives directly the crank 
positions for given positions of the slide valve. If Mullet 
circles are drawn to any convenient scale outside the valve 
diagram, the lengths of piston travel for any crank position 
are easily scaled off. Neglecting the eccentric obliquity 
which produces generally only a small effect, it will be 
found that if c e is a position of the crank (say at cut off) 
when the action of the steam on the left of the piston is 
considered, then ce' is the corresponding position of the 
crank when the action of the steam on the right of the 
piston is considered. If m n is, for instance, the distance 
of the piston firom A when cut off takes place on the left of 
the piston, m' n' is the distance of the piston from b when 
cut off takes place on the right of the piston. It is due to 
the different obliquities of the connecting rod for these two 
positions that »i « is not generally equal to ml n'. 

A stitl easier construction for finding the piston travel is 
the following : ' Let c e, -fig. 138, be the crank of radius R, 
and e p the connecting rod of length l as before. ■ With 
centres a and b and radius equal to l, draw the arcs XIX, 
Y E Y, which may be termed the ' inner and outer dead point 
arcs.' If I E is taken to represent the stroke, we can find 
the point /corresponding to p by drawing the arc i-e/with 

' Coste and Maniquct, 'Traits des Machines 2l Vapeui,' iSSd. 
Grashof, * Maschinenlehie,' vol. iii. tSoo- 
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centre p and radius vt = \- Since a i = l, then i/= A p, 
the piston travel from the end of the stroke. If through e 
a line bg is drawn parallel to E i, then it is easy to see that 
fi-= eg. For the crank-pia position e, the distance of the 
piston from mid stroke is cf=:ea. If the connecting rod 
were infinitely long, eb would be the distance from mid 
stroke. Hence ab h the deviation of the piston position 
due to obliquity of connecting rod. 

It is convenient to notice that if any line y x is taken 
parallel to the line of stroke) an arc through e parallel to 




X X or Y Y cuts 
from mid stroke. 



that c </ is the piston distance 



Valve Diagrams 
143. Graphic representation of valve action. Valve 
Ellipses. — The direct calculation of the relative position of 
the valve and piston becomes very complicated if the ob- 
liquity of the connecting rod and eccentric rod are taken into 
account. Hence graphic methods are adopted which more 
or less completely evade the difificulty. Some of these are 
so far approximate in principle that, while they permit the 
obliquity of the connecting rod to be taken into account, 
they neglect the obliquity of the eccentric rod. All are, of 
course, necessarily approximate In this sense, that they 
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depend on the accuracy with which geometrical construc- 
tions can be made with rale and compass. 

A very old and useful method of representing the action 
of a slide valve is to plot the motion of the piston as 
abscissa and that of the valve as ordinate. Then, if the 
obhquities of the rods are neglected, the curve obtained is 
an ellipse. In a simple way, however, the obliquities of the 
rods can be taken into account, and then the curve is no 
longer a true ellipse. Perhaps no graphic representation is 
more convenient than this for exhibiting the action of a 
valve gear already designed. It is less fruitful than some other 
diagrams in settling the proportions of the gear beforehand. 

144. Valve ellipse. Case I. Obliquity of rods neglected, — 
Neglecting at first the obhquities of the rods, let 84, fig. 139, 
represent the stroke of the piston, and the circle described 
on 84 the crank-pin circle, the crank going round in the 
direction of the arrow. If we divide the crank-pin circle 
into parts i, z, 3 .... the corresponding positions of the 
piston will be found by dropping perpendiculars on 84. 
Now let the smaller circle represent the path of the 
eccentric centre. In order to project the valve 'movement 
at right angles to the piston movement the eccentric must 
be turned back through 90°. Hence, when the crank is at 
c 8, the eccentric radius will be c 8' the angle 8 c 8' being 
the angle of advance 0. Now, starting from 8', divide the 
eccentric circle into the same number of equal parts as the 
crank-pin circle, and number them to cotreapond. When 
the crank pin is at i, the piston will have moved a distance 
8 a from the dead point found by drawing i a vertically. 
At the same time the valve will be at a distance a b from its 
middle position, found by drawing \'b hori<.ontally. ^ is a 
point in a curve the abscissa c a of which is the distance of 
the piston from mid stroke, and the ordinate ab \% the 
distance of the valve from mid position. This curve is the 
valve ellipse. 

1 45. Valve ellipse. Case IJ. Obliquity of both (onnecting 
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tod and eccentric rod taken into aaount.- — So far the diagram 
gives no mare than can be found by simple calculations, 
though, as will be seen presently, the graphic lepresenUtion 




is a practically convenient one. It is easy, however, to take 
account of the obliquities of the rods, and then results are 
obtained which are calculated with difficulty. 
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In fig. 140 the larger circle is the crank-pin circle and 
the smaller the eccentric circle, and they are divided exactly 
as in the last figure. Now, to find the exact position of the 
piston corresponding to any crank-pin position 3, it is only 
necessary to take 3 a = the connecting-rod length and strike 
the arc 3 i with radius (73. i5 is the piston position, allow- 
ing for the obliquity of the connecting rod. Similarly, to 
find the true position of the valve, it is only necessary to 
take 3'c = the eccentric -rod length (from centre of eccentric 
to centre of valve-rod pin). Striking an arc 3W with radius 
c 3', d is the true position of the valve, its line of stroke 
being perpendicular to that of the piston. Projecting 6 
vertically and d horizontally, we get a point c on a curve 
which gives the true relative motion of the piston and valve, 
and which may still for convenience be called the 'valve 
ellipse,' though it is not an exact ellipse. 

It will be convenient generally to take a latter scale for 
the ecentric radius than for the crank radius, and this in no 
way renders the construction inexact. 

Fig. 141 shows how the action of the valve may be 
rendered clear by the aid of a valve ellipse. In this figure 
a true ellipse has been drawn, but the construction is the 




same if an exact curve has been drawn, taking account of 
the obliquities of the rods. Let a b be the Hne of piston 
stroke corresponding to 84 in the previous figures. Draw 
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tines parallel to a b at distances equal to the outside lap t>, the 
inside lap i, the steam-port width a, and the exhaust-port 
width a' (see fig. 136). The shaded areas show at once the 
periods when the distance of the valve from mid position 
is greater than or »', and these are the periods when the 
port is open to steam and exhaust to the left end of cylinder 
during one forward and return stroke. For the other end 
of the cylinder the lines parallel to ab must be reversed in 
position. Vertical lines permit the marking out of the 
periods of admission, expansion, release and compression. 

If the eccentric rod is long compared with the eccentric 
radius, the piston positions may be determined as in 
Case II,, and the valve positions more simply, as in Case I. 

146. Rtukaux, Reeck, or Coite and Maniquet diagram. 
— By using the same circle to represent (to different scales) 
the crank -pin circle and the circle described by the eccentric 
centre a very simple and useful diagram is obtained. When 
the obliquities of the rods are neglected, the diagram has 
long been known in France as Reech's diagram, and in 
Germany as Reuleaux's diagram. Lately, Coste and Mani- 
quet have indicated how the diagram may be improved so 
as to take account of the obliquities of the rods.' It may 
be used very conveniently to obtain the data necessary for' 
plotting valve ellipses. The exact diagram will be given first, 
and then the modification for the case when the eccentric rod 
is so long that the effect of its obliquity may be disregarded. 

147, Exact determination of the valve travel, taking 
account of the obliquity of the eccentric rod. — Let the circle 
E B I, fig. 142, represent to one scale the crank-pin circle, 1 E 
being the piston stroke, and to another scale the circle of 
the eccentric, ie being then the total valve travel. OE 
=B is the crank radius to one scale, and OB=p is the 
eccentric radius to the other scale. Let fl be the angle of 
advance, so that when the crank pin is at e, the eccentric 
centre is at b. Bisect 1 e in o and draw a a at right angles. 

' ' TtaM de9 MachJDes b. Vapcur,' Taris, 1886. 
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With radius equal to the length of eccentric rod, or with a 
templet if the radius is inconveniently long, draw arcs x x, 
YY, touching the valve circle in i and e. These may be 
termed the 'interior and exterior eccentric dead-centre arcs," 
Through o draw a parallel arc z z which may be termed the 
*mid-travel arc' Also, at a distance from O equal to the 
outside lap 0, draw parallel arcs, which may be termed 
* lap arcs.' 




When the crank is at o e the eccentric radius is at o b, 
and the travel of the valve from mid position is i,a=Vi/> 
exactly. The opening of the port is less than the valve 
travel by the amount of the outside lap — that is, by the 
quantity ^f/. Hence dv is the opening of the port at the 
beginning of the stroke or the lead e. 

When the crank has come to 1, the eccentric will be at 
. b", the valve travel will be £^'=8'^, and the port opening 
Wd'. Now, it is easy to see that, in consequence of the 
.....Cocgk 
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obliquity of the eccentric rod, b'i^ is greater than b^, and 
the lead bW greater than bi/, by the quantity dl^+ch. It 
is customary in the workshop to adjust the valve to equal 
leads by lengthening the valve rod. The effect of this on 
the diagram is easily seen. Draw a new arc with the same 
radius through cc'. Then, if the valve is displaced so that 
its mid position is distant «=o/ from the centre line of the 
valve &ce, the port opening to steam will be io— "+"= 
sd+bc, and £(,'— o— «=b'<^'— c'^' for the right and left 
hand ports respectively, and these quantities are now equal. 

If the crank comes to i and the eccentric to Bi, turning 
through equal angles, the valve travel will be BiA and the 
port opening will be B,^, if the valve is not adjusted, or i\yg 
+ hk, if the valve is adjusted to equal leads. The quantity 
tt is to be added to the valve travel for all positions of the 
eccentric to the right of A A and deducted for all to the left. 
If new lap arcs are drawn at a distance u to the left of the 
old ones, the port opening is the horizontal distance from 
any eccentric position B, to the new lap circle. 

If the eccentric tod is indefinitely long the arcs xvz 
. . . become straight lines parallel to a a, and in that case 
no adjustment of the valve to equal leads is necessary. 

148. Complete valve diagram, drawn both for a long and 
short eccentric rod. Determination, also, of piston positions. 
— Figs. 143 and 144 show complete valve diagrams, fig. 143 
being drawn for the case where the eccentric rod is very 
long compared with the eccentric radius ; fig. r44 for the 
case where the eccentric rod is exceptionally short. 

Let EABi be the crank pin circle, E and 1 being the 
dead points. Through i and e draw arcs touching the 
circle with radius equal to the connecting-rod length. Then 
for any position o i of the crank the piston will be at a dis- 
tance I m from one end of its stroke and i » from the other, 
exactly. The piston positions are thus given in terms of 
the crank positions. 

Now, on this diagram the valve diagram shown in fig. 
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14Z is to be superposed, such scales being chosen that o E 
represents both the crank and eccentric radius. It is con- 
venient to turn back the eccentric, fig. 142, through an angle 
90° + 9, so that OB may coincide with o E, and the piston 
and valve travel may be measured from the same point of 
the valve circle. In fig, 143 draw B B, making an angle fl 
equal to the angle of advance with e i. Then the eccentric 
radius having been turned back go'+fl relatively to the 
direction of rotation coincides with the crank, and the 
valve travel is to be measured from the crank position at 
right angles to b b. Draw A a at right angles to b B. 
Draw 48 and 57 parallel to bb at distances equal to the 
outside tap o and inside lap i. Draw 66 and 33 at a further 
distance equal to a, the width of port. 

For any crank position, o i, the whole valve travel 5 
from mid position will be i ^, measured parallel to A a, and 
the opening of the port to steam will be £— u=i^. If the 
crank position is taken in the lower semicircle we get the 
opening of port to exhaust in the return stroke. 

The valve opens to steam at 8, and E e parallel to a a is 
the lead. The port remains open till the crank reaches 4, 
when steam is cut off. The valve, in this case, travels a 
little short of the port edge 33 at the extreme travel. At j 
the exhaust edge opens and steam is released. The port re- 
mains wide open to exhaust as the crank passes from 6 to 6, 
and compression begins when the crank is at 7. The cor- 
responding positions of the piston can be found by the 
distances of the points on the crank-pin circle from the 
dead-centre arcs. 

Fig. 144 is the same diagram with the correction neces- 
sary if the eccentric rod is short and if the valve is adjusted 
to equal leads. At a a draw arcs touching the valve circle 
with radii equal to the eccentric-rod length. Draw B b as 
before, making the angle Q with e i. From E drop a 
perpendicular ec on b b. Through c draw an arc parallel 
to the arcs at a a. This arc will cut the valve circle in those 
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positions of the crank pin in which the centre of valve and 
centre of cylinder face coincide, afler the valve has been 
adjusted to equal leads. From the arc through ci:, parallel 
to A A, measure distances equal to the outside and inside 
laps and draw the lap arcs parallel to the arcs at a a. 

The port opens to steam when the crank is at 8 and e e 
is the lead. The port is fully open with the crank at a, and 
begins to close with the crank at 3 ; cut off occurs with 
the crank at 4 ; release begins with the crank at 5 ; the 
port is just fully open to exhaust with the crank at 6, and 
compression begins with the crank at 7. The widths of the 
shaded parts measured parallel to a a are the widths of 
port open. 

To study the action of the steam in the other end of 
the cylinder it is only necessary to set off the laps o and / 
in reversed positions relatively to the arc through fir and 
then to draw the lap arcs. 

Problems. — Given fl, p, and /. Then the valve dia- 
gram is obtained precisely as described above. 

Given 0, p, e and the lead to exaust ^. From e with e 
as radius describe a circle. Draw 84 {fig. 143) or the arc 
84 (fig. 144), touching this circle and parallel to b b or the 
arc through c. With centre i and radius e' describe a circle, 
and draw 57 or the arc 57 touching this and parallel to B B 
or the arc through c. The inside and outside laps are then 
determined. 

Given (J, e, and the fraction of the stroke at which steam 
is to be cut off. To find the outside lap and angle of 
advance. With centre E and radius e describe a circle. 
At the given fraction of the stroke measured from e towards 
1 draw an arc parallel to the arc at i. This will cut the 
valve circle in the crank position 4, at which steam is to be 
cut off. Draw 48 parallel to b b and touching the circle 
described round e. 

Given the fraction of the stroke at which steam is to be 
released) together with and t) to find the inside lap. 
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Along EI set off the distance the piston moves befoce 
release takes place. Through the piston position at releasi; 
draw an arc parallel to the arc at i. This gives 5, the crank 
position at release. Draw 57 parallel to b'b; this deter- 
mines i. \ 

Given p, e, and the fractions of the stroke at which cut | 
off and compression occur. To determine 6 and the inside 
and outside lap. With centre e and radius e describe a 
circle. Setting off along e 1 the lengths of stroke which 
correspond to admission and compression, draw arcs 
parallel to the arc through i. These determine the crank 
positions 4 at cut off and 7 at compression. Draw 4S, 
touching the chcle round e. This determines the angle of 
advance and outside lap. Draw 75 parallel to 4S ; this 
determines the inside lap. 

149. Zeuner's folar valve diagram Jor a simple valve.* — 
The valve diagram of Prof. Zeuner, of Dresden, is one of 
the simplest, and it permits the obliquity of the connecting 
rod to be taken into account without much complexity, 
though not the obliquity of the eccentric rod. As it coh- 
sists entirely of circles it is easily drawn, and gives a very 
approximate solution of most practical problems on valve 
gears by easy constructions. The principle is this ; The 
travel of the valve from the middle of its stroke is given 
directly for any crank position ; thence the corresponding 
piston position can be found. 

Let fig. 14s represent the mechanism of an engine, 
which for definiteness is supposed horizontal, ob, be ^k 
the positions of the crank and connecting rod, and of,fg 
the corresponding positions of the eccentric radius and 
eccentric rod. The crank is supposed moving in the 
direction of the arrow. By setting off from a^ a^ lengths 
equal to be, the piston stroke can be marked out. By 
setting off from s^ j, lengths equal io/g, the valve stroke 
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can be marked out. Further, it may be noted that the angle 
b<if'\% equal to 90° + the angle of advance, or 90° + (J. 

150. Theortm I. The polar locus of the valve travel 
reckoned from mid stroke is a pair of circles.— ^Dmvi be,fk 
perpendicular to the line of stroke, and bisect the valve 
stroke in k. Confining attention at present to the move- 
ment of the valve, the valve travel, reckoned from mid 
stroke, in the position of the mechanism showtii is ^ = hg. 
Since oh ^fg, and (when the eccentric rod is long com- 
pared with the eccentric radius) kg =-fg nearly, therefore 
ok=gh nearly. In Zeuner's diagram the quantity o A is 
taken as a sufficiently accurate approximation to the valve 
travel £. 

Now in diagram b, with centres on any horizontal line, 
and radii equal to half the eccentric radius, draw the two 
valve circles touching at O. Draw of parallel to 0/ in 
diagram a and joinfin. In the triangles ofk, o/' ift, om 
= of, the angle mof =kof, and the right angle of tn = 
o kf. Hence of =ok. Therefore the diagram b will 
answer as a valve diagram, because the radius vector of 
drawn parallel to any position of the eccentric will be approxi- 
mately enough equal to the travel of the valve from its mid 
position ; and knowing the travel of the valve, it will be easy 
to infer the condition of opening of the ports to steam and 
exhaust The diagram b, however, will be more convenient 
if it is rotated backwards through an angle 90° -f ft, as shown 
at c. Then the valve travel of, which in diagram B is 
parallel to the eccentric radius in a, comes to of" in diagram 
c parallel to the crank o li in diagram a. ■ 

The diagram c is the simplest form of Zeuner's diagram. 
Two circles are drawn which are termed valve circles, the 
diameters of which are each half the total travel of the 
valve, and which touch at o. The centres of the valve circles 
are on a line which makes an angle 90° — 6 with the crank 
at the beginning of the stroke. Then if a Hmof is drawn 
parallel to arty position of the crank 6f the engine, the intercept 
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0/" t's the travel K of the valve reckoned from the middle of its 
stroke, for that position of the crank. To draw the valve 
diagram c correctly proceed thus : Take any rectangular 
axes XX, vv, the former being parallel to the line of stroke. 
From YY set off the angle of advance ft towards the initial 
position of the crank. On the line dd so obtained take orl 
or=half the eccentric radius. Then rr are the centres of 
the valve circles. Lastly, the radius vector of the valve 
circles, drawn from o parallel to any position of the crank, 
is the corresponding travel £ of the valve from its mid 
position. 

Generally it is necessary to find the piston positions also, 
and this can easily be done when the crank position is known. 
In cases where the obliquity of the connecting rod may be 
neglected, it is only necessary to drop a perpendicular be, 
diagram a, on the line of stroke, then a^e will be the 
travel of the piston while the crank pin moves from a^ to b. 
If to any scale a^^a^ represents the whole piston stroke, e 
will be the piston position when ob is the crank position. 
Neglecting the obliquity of the connecting rod, however, 
introduces a not inconsiderable error. The exact piston 
travel can be ascertained by either of the methods in 
§ 142.' 

i5r. Zetmer's valve diagram for a simple valve with 
lap circles. — In fig. 146 let lE, VoVj be the rectangular 
axes, the motion of the crank being from i to e in the 
direction of the arrow. Draw DbD, making the angle of 
advance ft with y^y, on the side of i. Take 00^, od,, 
each equal to the half travel of the valve or to the eccentric 
radius, and on these lines as diameters describe the valve 
circles. Take 01 equal on any scale to the crank radius, 
and draw the crank" circle 1 23 e. With centre o and radius 
equal to the outside lap 0, draw the outside lap circle aa ; 

' The eeometty of Zeunei's diagram and the working out geomelti- 
cally of a number iif problems is given in a treatise by Mr. Cowling 
Welch on ' Designing Valve Gearing. 

-.■t.o<«lc 



2iff 



Machine Design 



with centre o and radius equal lo the inside lap i, draw the 
inside lap circle bK 




The port opens to steam when the valve has travelled a 
distance equal to the outside lap, so that t^o. Hence oa i 
is the position of the crank when the valve opens. At the 
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beginning of the stroke, when the crank is at 01, the travel 

of the valve is od. Hence cd=^l—o is the lead e. The 
valve closes to steam when £ is again diminished to o. 
Hence o«a is the position of the crank when the valve closes 
and expansion begins. Similarly 0^3 is the position of the 
ciank when the valve opens to exhaust, and o<*4 that when 
the valve closes to exhaust and compression begins. 

By drawing circles with centres at o and radii equal to 
a^-o and a+i, where a is the width of port, we mark out the 
periods during which the valve is fully open to steam and 
to exhaust. In the figure the steam port width has 
purposely been taken narrower than is usual, and the 
opening of the port is shown by the width along any vector 
of the shaded areas. More commonly the width of port is 
at least such that the shaded area extends to Dq. It should 
be noted that DoD^ bisects the angles aoa and bob. 

The lower figure is a horizontal projection of the points 
determined by the valve diagram on the crank-pin circle. 
It gives the proportionate lengths of stroke for each period, 
if the obliquity of the connecting rod is neglected. Thus, 
02 is the period of admission ; 23 the period of expansion ; 
34 the period of exhaust ; 41 the period of compression ; 
and 10 the period of preadmission. 

The point 2 is the point of cut oS, 3 that of release, and 
4 that of cushioning. Round the valve diagram Miiller 
circles have been drawn, i'e' being the stroke (§ 142). 
Then radial distances such as a'o' between z and x give 
the true piston travel, taking into account the obliquity of 
the connecting rod. With these distances the corrected 
indicator diagrams for the forward and return stroke have 
been drawn, and are shown by dotted hnes in the figure 
below. 

Suppose that in des^ing a valve gear there are given 
the ratio of cut off z, the eccentric radius or half valve 
travel /), and the leadf. In fig. 147 take XgX, parallel to 
the line of stroke, With radios p describe the circle dka, 
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Find the position okz of the crank at which 1 

b^ins. This is found approximately by taking —=s, or 

more exactly by the method above. Join ak, and take ke^ 
equal to the given lead «. Bisect ae in f. Then af=fb 
is the necessary outside lap o. Take og=fk, and draw 




GD perpendicular to xx, meeting the circle cdka in Dt 
Then doy is the required angle of advance. On od 
describe the valve circle. Take oh=fe, and through H 
draw the lap circle. The Valve diagram can then be com- 
pleted by drawing the other valve circle and the inside lap 
circle. 

152. Construction of valves.~¥\g. 148 shows a loco- 
motive slide valve of the simplest form ; the valve rod passes 
through the valve, the position of which is fixed in setting 
the valve by a pair of lock nuts at each end. The chief 
fault of the Khort d slide valve here shown is that the steam 
passages to the cylinder ends are necessarily long, and this 
increases considerably the clearance in the cylinders. The 
valve chest and cylinder face for such a valve are shown in 
fig. 26. 

A considerably diminished clearance is obtained if the 
Elide valve is divided, as shown in fig. 149, 



The figure shows the valve chest of a jacketed engine. 
aa are the two separate portions of the D valre, bb are the 
two exhaust ports. 




153. The Trick vah'e. — Fig. 150 shows a modified sHde 
valve, giving-a quicker and fuller opening of the steam port. 
A passage way is formed through the \a\vt itself This 
passage way overlaps the ends of the cylinder face at the 
ends of the travel so that steam is admitted not only at the 
steam edge of the valve but also through the valve passage. 
Supposing the valve in the figure to move to the right, steam 
will enter the left port, both at the left steam edge of the 
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valve and through the passage which overlaps the right-hand 
end of the cylinder face. The pressure on the back of the 
valve when there is steam pressure inside the passage is 
diminiiihed and the friction of the valve is reduced. 

Fig, 151 shows a Trick valve at a in mid position ; at b 
open to the extent of the lead at the beginning of a stroke 




steam entering the leff hand port , at C at the end of its 
travel towards the right, the leu hand port being fully open 
to steam and the right hand to evhaust 

Proportions of a Trick valve — Let a be the width of por^ 
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the outside and (the inside, lap as indicated in fig. 1500. 
The width / of the wall of steam passage must be taken 
arbitrarily. It is often i to i inch. The width of bar 
between steam and exhaust port must also be taken arbi- 
Irarily ; it is often taken aji, or in large valves of the dimension 
easiest to cast. 

It is convenient in a Trick valve that the passages should 
just completely open to steam and exhaust, as shown in fig. 
151, c, where the left-hand port is just full open to steam and 
the right-hand port to exhaust. The width of steam passage 
through the valve is taken 

Then the eccentric radius or half travel is 

and o and /are not independent. Suppose 

The whole width of valve face from the exhaust edge to the 

extreme steam edge is u -f u + »' 

When the valve is at the end of its travel towards the 
right, there must Still be an opening at least equal to a into 
the exhaust port Hence, looking at fig. 151, c, 
d + b-^a-s = a-{-{a + o-\-i) 

Lastly, the width of cylinder face c beyond the steam port 
must be 

C=2/>- t. 

The width of the central aperture in the valve for exhaust 
is then 

d+ 2l'-2i. 

The figure shows at a the valve in mid position. At b it has 
travelled to the right a distance Za = o + e, and the steam 
port on the lefl: and the steam passage through the valve 
on the right are open to steam by the amount e, which in 
tliis case is therefore half the effective lead. At c the valve 
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has travelled £^ = j + i = f + j, and both pons are open 
fully. 

The valve diagram is drawn precisely as for a simple 
valve, merely remembering that the effective width of port is 
a to exhaust and 2 ^ to steam. 

154. Balanced slide valves. — The friction of the slide 
valve on its seating involves a considerable waste of energy, 
and this in very large valves becomes a serious loss. To re 
ducc it double-ported valves are used, which, having only hall 
the travel, involve only about half the loss of work in friction. 
This, however, is only a partial remedy. It is, perhaps an, 
even more prejudicial effect that the faces of the valve and 
valve seating wear away. The slide valve can be refaced 
when worn and the seating can be remade by adding a false 
seating. Nothing wears better than a cast-iron valve on a 
cast-iron seating, but then the wear is equal on both and 
both require refacing. Sometimes the valve is of gun-metal, 
or a gun-metal seating is fixed initially on the cylinder face, 
so that, the wear being chiefly concentrated on one face, the 
readjustment is easier. 

A more complete remedy for the evils of valve friction is 
to use a balanced valve ; that is, a valve so arranged that the 
pressure on the back is diminished. A rectangular or 
circular steam-tight space is formed between the back of the 
valve and the steam-chest cover, and this is put in com- 
munication with the exhaust. This relieves the valve from 
a great part of the pressure on its back. 

Fig. 152 shows one form of balanced valve used in 
locomotives. 

A rectangular space on the back of the valve is enclosed 
by a metal wall. In a groove in this wall are four cast-iron 
packing strips pressed upwards by springs. These strips 
slide on the planed face of a plate attached to the valve- 
chest cover. A small hole in the valve puts the space thus 
enclosed in communication with the exhaust. Hence on 
the enclosed area of the back of the valve the steam pressure 
- .....Google 



acts only on the fixed plate and the valve carries only the 
exhaust pressure. The steam pressure is sometimes admitted 
below the packing strips. The steam pressure also tends to 



force the strips against the inside of the groove and gainst 
each other. 

Great care must be taken that there is no leakage of 
steam direct to the exhaust, or the waste of steam may be 
very serious. 
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CHAPTER XI 

EXPANSION VALVES AND LINK MOTIONS 

155. As in the case of simple slide valves it was necessaiy 
to confine attention to the most ordinary forms, so in 
dealing with the very extensive subject of Expansion Gears 
and Keversing Gears it will be necessary to select only 
some much-used types. 

It was not uncotmnon at one time, especially in marine 
engines, to attempt to secure an earlier cut off than was 
possible with a single slide valve, by placing a second steam 
chest above the ordinary steam chest, with an expansion 
valve moved by a separate eccentric. As this second valve 
only regulated the admission of steam, it could be arranged 
to cut off as eariy as desired without entailing the evil of 
excessive compression during exhaust. But with this arrange- 
ment the whole steam chest containing the main or distri- 
buting valve formed part of the clearance volume of the 
cylinder up to the moment at which the main valve closed 
the cylinder port. This large clearance space almost 
nullified the action of the separate cut-off valve. 

Since the steam in the clearance expands with tnat tn 
the cylinder, it is obviously important, in engines intended 
to work with an early cut off, to reduce the clearance as 
much as possible. This is fairly well accomplished by 
putting the expansion valve on the back of the main valve, 
BO that the addition to the clearance space, between the 
closing of the expansion valve and the closing of the main 
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or distributing valve, is only the volume of the short 
passage through the main valve. 

Fig. 153 shows an ordinary slide valve, in its central 
position, over the cylinder face. This valve has been 

<-"L >; 



extended at the ends and ports formed through it, usually 
of the same width as the ports in the cylinder face. On the 
back of this is an expansion plate driven by a separate 
eccentric. The expansion plate will cut off Steam at the 
left port, if it travels a distance s to the left, relatively to the 
main valve ; that is, if its centre line passes to the left of the 
centre line of the main valve by a distance s. 

156. Action of an expansion plate cutting off steam at 
its outside edges. — Let o 1, fig. 154, be the crank at its inner 
dead point ; let o a be the main valve eccentric of radius 
r\ and angle of advance 9i ; and let o^ be the expansion 
eccentric of radius r^ and angle of advance flj- Joi'^ "^^i 
draw o c equal and parallel to a b, and drop perpendiculars ad, 
be, cfon IE, 

In the position shown, neglecting the eccentric-rod 
obliquity, the main valve will be at a distance orf=^| to the 
left of its mid position and the expansion plate at a distance 
oe=i,j. Consequently the relative travel, or distance of 
centre of expansion plate to the left of centre of main valve, 
is Jj— £1 = ed. This is the projection of ab on i e. But oc 
is equal and parallel to ai, hence a/i=de. Now suppose 
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o^ is a third eccentric fixed on the same shaft as the others 
and revolving with them. In all positions, Gc-=f> will be 
equal and parallel to ab. In all positions, the projection of 
Of on IE will be the difference of the projections of o a and 
ob, that is, to the distance apart of the plate and valve 
centres. Hence the relative motion is the same as if the 
main valve were at rest and the expansion plate driven by 
an eccentric, Oc. Hence o^ may be termed the relative 
eceentric or virtual eccentric of the relative motion. This 
relative eccentric has the radius ■■ and the angle of advance 
^ The relative txavel t=o/for any position will be equal 




to the perpendicular from c on aa,, and will be a movement 
of the expansion plate to the left relatively to the main 
valve if c is to the left of aa,, to the right if c is on the 
right of AA|. When oc coincides with aa, the centre lines 
of the valve and plate coincide. 

If, as in fig. 145, ** t""^ backwards the valve circle for 
ort through an angle go^ + tfj, then a will come to 0| on the 
crank and aa, to bb;. The travel of main valve from mid 
position will now be the perpendicular from a, on BBj and 
will be a travel to the left if a, is above be,. Similarly, if 
the relative eccentric circle is turned back through an angle 
.....Cocglc 
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90"+^,^ will come to the crank at c , and aaj to cc. The 
relative travel of expansion plate will be the perpendicular 
from f, on CC, a id wilt be a travel to the left if f, is below 

CC|. 

In fig. 155, with crank radius R draw the crank circle 
having its internal and external dead points at t, e. At i 
and E with radius equal to the connecting-rod length draw 
the dead-centre arcs (see fig. 138), With radius o«i=;-, 
draw the main valve circle, and with radius 0Ci^=p draw the 








relative motion circle. Suppose the directions bb, and CC( 
determined as in the nrevious figure; that is, bb, tnakes 
an angle &|, and CC| an angle ^, reckoned backwards to the 
direction of motion from 1 e. Draw a, a^ parallel to BB| 
at a distance equal to o, the outside lap of the main valve, 
and draw C3 f, parallel to CC| at a distance equal to s in 
% 153- 

The main valve will open the right-hand port when the 
crank is at oPi, because at that moment the Uavel of the 
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main valve to the left will be the perpendicular from a^ on 
BBi, which by construction is equal to the outside lap. It 
will close the port again when the crank is at o Pa, because 
then the diminishing travel from mid position, the perpen- 
dicular from d] on bb,, is again equal to the outside lap. 
The piston travel when steam is cut off will be p^ «j drawn 
parallel to i E. 

Now consider the action of the expansion plate. It has 
already been shown that the passage through the main 
valve will be closed when the relative travel is equal to t. 
But when the crank is at 0P3 the relad^-e travel is the per- 
pendicular from c^ on CC|, which by construction is equal to 
s. The piston travel when the expansion plate cuts off will 
be Pa")}. The expansion plate will reopen the port through 
the main valve when the crank is at 0P„ the relative travel 
being again equal to s. It is obvious that P, must fall later 
in the stroke than Pj where the main valve cuts off, or steam 
will be a second time in the stroke admitted to tlie cylinder. 

Suppose it is required that steam should be cut off at 
the same fraction of the forward and return stroke. Tate 
pjWft equal to P3JW3. Then o Pj is the crank position at cut off 
in the return stroke. Draw c^c^ parallel to CC|. Then the 
distance ^ of c^c^ from ccj is the value of s at the left-hand 
port necessary to give the same cut off as in the forward 
stroke. It is obvious that, in consequence of the obliquity 
of the connecting rod, the centre of the expansion plale 
must be displaced a distance \ {s' — s) by lengthening the 
valve rod if the cut off is to be equalised for both strokes. 

157. Meyer variable expansion gear. — The action of 
the much-used Meyer expansion gear is easily derived from 
that of the expansion plate, already treated. Fig, 156 shows 
the arrangement of this gear. There is an ordinary slide valve, 
which is extended in length, and two admission ports fonned 
in it equal in width to the ports in the cylinder face. This 
valve is driven -by an eccentric In the ordinary way and 
completely controls the exhaust from the cyhnder. The 
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back of this valve is formed into a valve face, and a pair of 
expansion plates slide on this driven by a second eccentric. 
The function of these is to cut off the steam at any desired 
point of the stroke by closing the ports through the main 
valve. The expansion plates are connected by a right and 
left hand screw, which can be rotated by a handwheel 
outside the steam chest. By rotating this screw the distance 




Fie.i5e 
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between the expansion plates and the length between the 
cutting-off edges can be altered, the centre line between the 
plates keeping the same position. As the distance between 
the plates is increased cut off occurs earlier in the stroke. 

Fig. 157 is a diagram of the valve and expansion plates 
in mid position. Let p be the radius of relative eccentric ; 
then the greatest travel of the expansion plates each w'ay 
from the centre of the main ^■alve is p. 
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Let bx and b^ be the greatest and least values of die 
half distance between the plates, and j„ 5, the corresponding 
values off s. Then ^, and j, will correspond to the earliest 
cut off and b^ and s-i lo the latest. In order that the 
expansion plate may not reopen the port at its inside edge, 
which is most likely to occur when the plates are furthest 
apart, 

/"^P + a-^h 

a relation which determines the necessary length of plate 
when f , is ascertained from the valve diagram. 

On the other Tiand, it is unnecessary for the expansion 
plates to cutoff later than the main valve, and for that grade 
of expansion they may reopen immediately, for the main 
valve will have closed the steam port To secure this 
condition 



and the pUtes are then closest together. Hence, if the 
distance l has to be made as small as possible, 

a relation which determines the minimum distance between 
the ports through the main valve. The ports may have to 
be sloped to get room enough for the expansion plates. 

It is common to make the expansion eccentric radius r^ 
equal to the main valve eccentric radius r,. But a sharper 
cut off is obtained and the arrangement of the valve is made 
easier by taking 

158. Compkle diagram, for a Meyer gear. — Fig. 158 is 
a complete valve diagram for a Meyer valve gear. The 
three circles — crank circle, relative eccentric drcle and main 
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valve eccentric circle— are first drawn. Then with radius 
equal to the connecting-rod length the dead centre arcs t 
I and E. On the stroke line any desired points of cm off 
^, |. ... are marked and arcs through these parallel to the 
dead-centre arcs cut the crank circle in positions of the 
aank for those grades of expansion. 



4-*!- 






Now drawBB, making the main valve angle of advance ft, 
with IE, and parallel to it the lap lines for the main valve. 
The crank positions at which the main valve closes the 
steam ports are given at vv. It will be seen that the main 
valve cuts off a little after \ stroke in the forward stroke and 
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a little before it in the return stroke. The difference due 
to the obliquity of the connecting rod is here marked because 
a short connecting rod has been chosen. 

Next draw cc, making the relative eccentric angle of 
advance ^ with ie, reckoning in a direction reverse to the 
crank's motion. If the latest cut off of the expansion plates 
is to be that at which the main valve cuts off, cc should be 
at right angles to the position v of the crank at which the 
main valve cuts off. If the relative eccentric radius is 
chosen and its angle of advance fixed thus, then the radius 
and angle of advance of the expansion eccentric can be 
found, as in fig. 154. 

At the points where the crank at the desired grades of 
cut off cuts the relative eccentric circle, draw lines parallel 
tocc. These mark off the values f I jj .... to which the 
valve must be set for these grades of expansion. The little 
figure below gives the values of i for the forward and return 
stroke, and these are necessarily unequal. By setting the 
valve a little out of centre, the cut off may be equalised 
exactly for any given cut off and approximately for the 
others. 

159. Application df Zeuner's polar diagram to Meyet's 
valve ^i!i7r.— Zeuner's diagram may be used very con- 
veniently in designing a Meyer valve gear. Two theorems 
additional to the one above for a single slide valve may be 
given first, in order to show how the valve circles for the 
relative eccentric are found. 

160. Theorem II. The polar locus of the relative travel 
of two valves moved by two eccentrics of different radii keyed 
at the same angle is a pair of circles. — Let fig. 159 represent 
two slide valves (the valve rods are suppressed for simplicity) 
driven by two eccentrics, o/,, o/j keyed at the same angle 
90° + ft with the crank oh. In diagram b take dd, making 
the angle of advance fl with vv, and with centres on dd and 
radii equal to half the eccentric radii draw the pairs of valve 
circles i, i, and 2, 2. Draw o^p parallel to the crankoA 
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In the position shown, valve 1 will have moved a distance 
f , =oy to the left from its mid position and valve 2 a dis- 
tance i,2 = op. Then the relative motion or reiative travel 
of the valves isEj — £,=/?. Take or=pq and join vp, tq, 
and draw rs perpendicular to orp. The angles vpo, iqo are 
right angles, being angles in a semicircle. Hence vp, tq, sr 
are parallel. But or by construction is equal to gp, and r is 




always an apex of a right-angled triangle the hypothenuse o 
which is OS. Hence the locus of r is the pair of circles 
marked 3. Consequently the relative travel of two valves, 
reckoned from their mid position, driven by eccentrics keyed 
at the same angle, is given by the intercept on the crank of 
a pair of valve circles which touch at o whose centres are 
on a line making an angle 90° — & with the initial position 
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of the crank, and whose diameters are equal to the dilTerence 
of the eccentric radii. The circles 33 are then the valve 
circles of the relative eccentric 




161. Theorem III. The polar locus of the relative travel 
cf two valves driven by eaentrics with different angles of 
advance is a pair of circles. — In fig. 160, let i, i be the 
valve circles for a valve having the angle of advance flj, and 
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7 2 the valve circle for a valve having the angle of advance 
0g. DjOD, and D3OD2 are the diameters of these circles. 
Let o/y be any position of the crank. Then one valve will 
have travelled £1 = 0/ from mid position ; the other £3=0^. 
The relative travel is £, — £1 =/?. 

The three points Dj a d^ are in one straight li:le, the 
angles d, a o and d^ a o being angles in semicircles. 
Draw D,^and D,?and produce the latter to meet od, in^. 
These lines are perpendicular to o/^ since the angles at/ 
and ^ are angles in semicircles. Hence they are parallel. 

Take o r =p q and draw crd perpendicular to op q. This 
meetsoD, in rand a line Oi/ parallel to d, "D^md. Acirde 3 
described on Oi^ will pass through r 

or being equal to/p, Ofis equal to D, b. But the angle 
o^r=D,iDa and the angle rorf=^DiDs. Hence the 
triangles cods.x\A. b DjD^ are equal, and Oi^=d,D2. 

Hence r lies on a circle 3 described on od as diameter, 
and Qd is equal and parallel to d, D], the line joining the 
ends of the diameters of the primary valve circles. Conse- 
quently, to draw the valve circles for the relative eccentrit^ 
take od equal and parallel to 0,0^, and describe on it the 
circles 33 touching at o. o«, drawn to the intersection of 
the primary valve circles, is a tangent to the valve circles for 
the relative eccentric; or, the intercept on the crank, is (he 
relative travel of the two valves for that position of the 
crank. 

162. To draw a compute polar diagram for a Meyer 
ffur. — Take i e, fig. 161, to represent the length of stroke 
and draw the crank circle and dead centre arcs. On lines 
aa, bb, which are equal to i E, set off for the forward and 
return strokes the points of the stroke at which the Ktpan- 
sion valve is to cut off steam, and find the corresponding 
crank positions by drawing arcs to the crank circle parallel 
to the dead-centre ores. 

Now draw the main valve circles 1 1, the eccentric radius 
beingOD,andtheangleofadvanceAOD| =^|. Withradius 
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o m B «, the outside lap of main valve, draw the lap arcs. 
Then aieam is cut offby the main valve in the crank positions 
Of, 0^ which pass through the intersections of the valve 
circles and lap arcs. It will be seen that steam is cut off at 
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j stroke in the forward stroke and at about f stroke in the 
return stroke. 

If the expansion eccentric radius ox>i = r., and its angle 
of advance, H^ = a o d^ are given, complete the parallelc^ram 
ODi Dj i'. Then 01/ will be the radius p of the relative 
eccentric, and aoi'' will be its angle of advance. This will 
not necessarily fall, as in fig. i6r, on the crank position op', 
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at which the main valve cuts off". But it is convenient that 
it should do so, for then the latest cut off by the expansion 
valve coincides with that by the main valve, and the range 
of action of the gear is greatest. It is therefore more conve- 
nient to assume the relative eccentric o e/, determining the 
angle of advance by the crank position o v', at which the main 
valve closes the steam port. Then the expansion eccentric 
o Dj can be found by drawing the parallelogram o d, d^ v'. 

Suppose the relative eccentric radius ow found or 
assumed, and draw the relative eccentric valve circles III, 
ui, Aow' reverse to the direction of motion is the angle 
of advance ^ of the relative eccentric. Through the inter- 
sections of the relative valve circle and the crank positions 
at cut off, draw the dotted circles. ITien oj,, ojj, .... 
are the values of s (fig. 157) for these grades of expan- 
sion. These values have been set off from xx below. 
The inequalities in the values of s for any given cut off in 
the forward and return stroke are obvious. By adjusting 
the valve so that, say at \ cut off, s has the values found for 
both strokes, there will be less inequality of cut off for the 
other grades of expansion also. 

Supposing the radius of relative eccentric and its angle 
of advance assumed, then the expansion eccentric is found 
thus. Draw D, D^ parallel to ov, and wDj parallel to OD,, 
Then o d, is the radius of expansion eccentric and a o Dj its 
angle of advance. 

It may be pointea out in repetition that if the main valve 
just fully opens the steam port, the width of port a must 
be the distance nfa^. ODi is the radius r, of the main 
valve eccentric ; o D^ the radius r^ of expansion eccentric ; 
V the radius p of the relative eccentric. The length / of 
the expansion plates must not be less than p -f a — j', where 
![ is the value of s for the earliest cut off. In the figure / 
must not he less than J|W-|-tod,. The distance l from 
centre to edge of steam port of main valve must be equal at 
least to / -I- p or to J, f -f »» D, + o v. 
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If a Meyer gear is used on an engine which reverses, the 
angle of advance of the expansion eccentric should be 90°, if 
the action is to be the same in forward and backward 
gear. Sometimes, however, it is necessary to be content 
with a good action of the expansion plates in forward gear 
and a more imperfect action in backward gear. Then the 
condition tfj = 90° is not imperative. 

163. Expansion 6y a movaile eccentric. — Suppose a 
plate A, fig. 162, keytxl on the shaft and an eccentric cam B 
attached to this by boUs cc. If the cam is slotted as 
shown, it may be moved by slacking the bolts so that its 
centre travels along the straight line 1-8. In the position 
drawn the eccentric cam centre is at i, the radius of eccen- 
tricity is 01, and the angle of advance yoi. But as the 
cam shifts the radius dimmishes and the angle of advance 
increases. 

Fig. 163 shows the valve diagrams for five positions of 
the cam to a larger scale. The outside lap circle has been 
drawn find the intersections of this with the valve circles 
determine the crank positions at cut off 1", 2", 3" . . . . 
fur the chosen positions of the cam. If the path i-S of the 
eccentric centre is a straight line perpendicular to the crank 
the linear lead c5' is constant for all posirions of the cam 
though the crank angle at which steam is admitted varies, 
When the angle of advance is greater than 90" the engine 
reverses. 

There are mechanical diJUculties in arranging for the 
shifting of the cam while the engine is running except in 
one important case. Of late powerful shaft governors have 
been introduced, keyed on and revolving with the crank 
shaft. It is possible to connect the shifting cam of an 
eccentric directly with one of these governors, so that the 
position of the cam and consequently the point of cut off 
of steam is absolutely controlled by the governor. The 
Tumer-Haitnell governor is applied in this way. As the 
Speed of the engine increases, die eccentric cam is shifted 
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and steam cut olT eailier. The path of the eccentric is not 
always a straight hne Then the linear amount of lead is 
not constant for dtffeient positions (tf the eccentric cam. 

Link Motions 

164. If an engine with a simple slide valve is required to 
reverse so that the crank shaft rotates at will either cictck- 
wise or counter-clockwise, means must be provided for 
placing the valve under the control of either of two eccentrics 
keyed at angles equal to go" + tt in both directions of rota- 
tion from the crank. An arrangement by which a single 
eccentric can be turned into these two positions is used on 
some marine engines. But it is more convenient generally 
to have two fixed eccentrics. Then the almost universal 
method of driving the slide valve is by a link connecting 
the two eccentric rod ends. The valve rod is connected 
with a block sliding on tlie link or in a slot formed in the 
link. By shifting the link, either eccentric rod can be 
brought opposite the slide block, and then the valve receives 
motion from that eccentric. Adopted at first merely for 
reversing, it was soon found that the link motion was 
a convenient expansion gear, for, if the slide block occu- 
pies a position intermediate to its extreme positions in the 
link, it gets a motion due to both eccentrics ; its travel is 
reduced and cut off occurs earlier in the stroke. Exactly 
iit the centre of the link is a neutral position, where the 
motion of the valve is too small to admit steam for motion 
in either direction. 

The motion of a valve driven by a link cannot be quite 
easily and simply calculated except by approximate methods. 
Most commonly a very beautiful extension of the polar 
diagram, due to Zeuner, is used, and Zeuner's analysis has 
undoubtedly shown clearly the conditions to aim at in 
arranging a link motion. But there is a defect in Zeuner's 
method for students and practical engineers. The diagram 
b arrived at by a somewhat tedious algebraic analysis, in the 
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course of which, for simplicity, various approximations are 
adopted. No doubt, if the link motion is well designed and 
of normal type, the approximations are legitimate and lead 
to no serious practical error. But it is difficult for students 
or practical engineers to satisfy themselves as to the error 
introduced in the approximations, and if the link motion is 
not of normal type, if the eccentric rods are short, the centre 
line of the link at a distance from the eccentric -rod ends, 
or the mode of suspension unusual, then the error introduced 
may no longer be unimportant. In any case, from the 
difficulty of the analysis, engineers are tempted simply to 
adopt the final construction arrived at by Zeuner as a mere 
rule of thumb, and they then feel they are working in the 
dark as to the accuracy of the method. 

It is ix)ssible to arrive at an approximate solution of the 
link-motion problem in a very simple way, and one involving 
no tedious algebraical analysis. Suppose this approximation 
adopted first in roughly designing the valve motion. Then, 
by an easily understood graphic method, the exact motion of 
the valve can be determined, however abnormal the propor- 
tions of the gear. If the action is found to be imperfect, 
modifications can be introduced and the effect of these 
again determined. So an engineer can satisfy himself by a 
method clear and familiar, and involving no suppressions or 
assumptions, that the valve gear will act properly. 

165. Travel of a slide valve driven obliqtte.fy by an 
eccentric— \£\. xox (fig. 164) be the line of stroke and 
Y O V at right angles to it. Suppose o a = r is the radius 
of an eccentric which drives b along the path o' bd parallel 
to X o X. If the figure is drawn for the crank at the dead 
point, V o a is the angle of advance # of the eccentric. It is 
required to find the travel of the point b for any movement 
of the eccentrics. Join o b and let d o x = /J. If o z is at 
right angles to o ^, then z o a is + /^^ 

If the point b were driven by oa along the path dSc, 
the travel ^ <: = £ for any movement of the eccentric would 
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be found by drawing an ordinary polar valve circle, for an 
eccentric radius oa = r, the line of Stroke being ofic and 
the angle of advance zoa = B + ^. Tbeactual movemeni 
of d along o'dd will be found very approximately by taking 
od= oc. Then since ocdis very nearly a right angle, 6 J 
= i^/cos/J. Hence the actual travel along o'^i/ is very 
approximately f = ijcos /J. In other words, the actual 
travel of a valve driven by an eccentric O a obliquely is the 
same as if it were driven by an eccentric o'a' directly, the 
radius o'a' = ^, = r/cos ft, and the angle of advance y o a' 




Fig. .«4 

Take ao/= ft, draw a/at right angles to oa. Then 
o/ = rjcos ft is the virtual eccentric radius and yo/ = tf + ^ 
the virtual angle of advance. 

\i ft is measured from the line of stroke in the direction 
of instead of reverse to the direction of rotation, then ft is 
negative and the virtual angle of advance i^d — ft. 

i66. Stephenson's link motion. — The link gear originally 
introduced by Stephenson is the simplest to construct and 
is the one most frequently used. The link (figs. 165, 166) 
is curved and concave to the crank shaft 0/ o ^ are the 
forward and backward eccentrics for clockwise and counter- 
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clockwise rotation, a .^ is the link which is curved to a 
radius equal to the eccentric-rod length, or, more strictly, to 
a radius equal to the distance from the centre of an eccentric 
to the centre line of the link, measured along the centre line 
of the eccentric rod. If tioth eccentric radii are turned to 
the link side of the crank shaft, then the rods may have the 
positions shown in fig. 165, open rods, or that in lig. 166, 




crossed rods. Either arrangement can be adopted. With 
open rods the linear lead of the valve decreases as the link 
block moves towards the centre or neutral point of the link. 
With crossed rods the reverse is the case. Perhaps too 
much importance has been attached to this difference. 
L7sually the eccentrics have equal angles of advance. By 
giving slightly unequal angles of advance the lead can be 
niade nearly constant for forward running at the expense of 
11 r;y'-" 
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greater variation in the backward running. If the link an 
be moved so that the block is precisely opposite an eccentric 
rod end, the half stroke of the valve is equal to the eccentiicj 
radius. Then the eccentric is of the smallest size and its 
friction is least. On the other hand, it must then usually be 
jointed to the link at a distance from its centre line, and 
this introduces some irregularity in the motion of the valve, 
If the eccentric is jointed to the link on its centre line, then 
for most forms of link the block cannot be brought opposite an 
eccentric-rod end. Then the eccentric radius must be greater 
than the half travel of the valve in full gear. The eccentrics, 
eccentric rods, and link fcnm a. four-bar chain, which is 
indefinitely deformable. To give a definite motion to the 
valve, one point of the link must be guided. This is 
usually done by suspending the link by a suspending lint 
g h carried by a lever h k, which often carries a balance 
weight to balance the weight of the link and rods. Bj 
moving the lever h k the link block is "brought to any p»rt| 
of the link. The lever is held in position in working by a 
catch, which drops into one of a set of notches. 

The mode of suspension is important. The lever hi 
should be parallel to the line of stroke of the valve when the 
link block is at the heutral point of the link. When the 
valve is in mid position, a line through g perpendicular W 
the line of stroke should bisect the versed sine of the arc 
in which h moves. The lever h k should be as long as 
possible, usually not less than a quarter of the eccentric-rod 
length. Lastly, the suspending link kg should be as long 
as convenient. The object to aim at is that g should move 
as nearly as may be parallel to the line of stroke. There is ■ 
least slip of the link block in the link if g is at the middle 
of the link. But the suspending rod is often attached to the 
lower end of the link to get a longer suspending link. The 
slip of the link block in the link is a serious practical evil, 
because it causes wear and consequent slackness of lit. 

167. Approximate designing of a Stephenson link molioK. 
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EguivaUnt iccentric for any poiition of the block in the link. 
— If the ends of the link are supposed to move parallel to 
the line of stroke of the valve rod, then the method of § 167 
may be used to find an eccentric which would give the 
valve a motion nearly identical with that which it receives 
from the two eccentrics driving the link. 

In fig. 167 let OE be the crank at the dead point 
0/= o ^ = r, the two eccentric radii, here drawn with equal 
angles ofadvancevo/=YO* = A Let the angles^, /Jj, 
figs. 165, 166, be determined from a drawing of the link 
motion, which for convenience may generally be on a 




smaller scale than the construction in fig, 167, Take 
/ o d = /) I for open rods. For crossed rods the angle would 
be taken on the other side of of. Drav/a perpendicular 
to of. Then oa, as in fig. 164, is the eccentric which, driving 
the end of the link directly, would give it the same motion 
as 0/ driving it obliquely, oa — ri = r/cos 0^. Similarly 
find Oi^ = /-J = r/cos /3j for the other eccentric. 

Let m and n, figs. 165, 166, be the distances of the valve 
rod from the lines of stroke of the ends of the link, the 
whole length of link being 2 c. Then the motion given 
to the block by the forward eccentric will be less than that 

T3 
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at the end of the link in the ratio w/a i", and that given by 
the backward eccentric in the ratio mji c. Take og^n r\l2C 
andoA=mr^lie. Complete the parallelogram ogkk, 
then ok = p is the equivalent eccentric. Valve circles 
drawn for an eccentric of radius p and angle of advance 
Y ok will give very approximately the motion of the valve. 

If 01/ is joined and divided in the same ratio that the 
block divides the link, the point k is found even more 
simply. 




F^. 168 shows a link motion in three positions, o o' 
o i[, o 2' are the three equivalent eccentrics determined as 
in §167. The lower figure gives the three corresponding 
Zeuner valve circles with diameters o o', o i', o 2'. The 
smallest valve circle corresponds to the position when the 
slide block is at the neutral point. The largest valve circle 
is for full gear. 

168. Determination graphically of the exact travel of the 
valve for any crank position.— It remains to indicate how, if 
a link gear has been designed provisionally, the movement 
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of the valve can be determined exactly, with a view to amend- 
ment if necessary. To obtain accuracy enough the move- 
ment of the valve must be detennined full size or larger, and 
this makes it impossible to draw the whole link gear. A 
method is wanted not involving the drawing of the complete 
gear to so large a scaJe. 

Let fig. 169 represent the gear to be examined, oc being 
the crank in any position, and Qf, ob being the corresponding 
positions of the forward and backward eccentrics. The 
position of the link will be determined if the positions of 
three points a, g, d can be determined. As to g there is no 
difficulty, for in all positions of the link g lies on the arc f e, 
struck from centre k with radius equal to the length of the 
suspending rod. The point « lies on an arc a m struck from 
^with radius/a, and the point 1/ on an arc f/« struck from^ 
with radius bd. The arcs a m, dn, ge being drawn, a tracing 
of the link can be adjusted so that the points a, g, d fall on 
the director arcs, and then the intersection / of the centre 
line of the link with the line of stroke OX of the valve rod 
determines the position of the valve. By taking 8 or 12 
positions of the eccentrics a corresponding number of posi- 
tions of the valve can be determined by pricking through 
the tracing of the link. These can then be used to draw a 
valve ellipse showing completely the action of the valve for 
tbe given point of suspension A, and the movement for any 
other notch can be ascertained in the same way. 

There is no great difficulty in drawing the link full size, 
but there would be a difficulty in drawing arcs with radius 
equal to the length of the eccentric rods. It remains to be 
seen how the director arcs am, nd can be determined 
without making use of the eccentric circle on the left of 
fig- 169. 

Take 00' =fa =bd. With o' as centre draw a circle of 
radius equal to the eccentric radius, and draw o'f, o'6' 
parallel to of, ob ; theny and i' are points on the direc- 
tor arcs afm and d&n. Further, f^b md/'/, parallel to 00' 
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will be radii of those arcs. Suppose an eccentric circle 
drawn and two simultaneous positions o,/' o b' of the eccen- 
trics given. Let a templet rs t (fig. 169, b) be prepared, by 
usingapear-woodcTirve, for instance, of the radius/=_/'<i^^rf, 
and liaving the side st in the direction of a radius. Placing 
this templet with ts coinciding with_/y"and b'b, the arcs am, 
dn can be drawn, and then with a tracing of the link the 
point/ is determined. 

The use of a templet in this way is due to MM, Coste 




and Maniquet. Although the process is cumbrous to 
describe, it is really a very easy one. Suppose that round 
the eccentric circle eight or twelve positions of y are first 
marked and numbered, then eight or twelve conesponding 
positions of ^' also numbered. The director arcs am, dn 
can then be all drawn and numbered, and these arcs suffice 
for all positions of the suspending link. Next one of the 
arcs, ge, can be drawn and the link tracing used to mark off 
twelve valve positions for that notch. If the positions of a 
and d are pricked through {or, more strictly, the ends of 
the link centre line) twelve points are determined in the 
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peculiar curves described by the ends of the link, and 
termed siip mrves. 

A new position of the director arc ge can then be taken 
and a new set of values of the valve travel determined, the 
same director arcs for the points such as a and d being 
used as for the previous notch. 

To set off the valve travels thus determined properly on 
an ellipse diagram, the true position of the centre of the 
cylinder face must be known. Usually the valve is set to 
equal linear leads for one notch ; for instance, for full gear 
forward. That is, the travel of the valve reckoned from 
centre of cylinder face is o + ff with the crank at the interior 
and exterior dead points for that notch. Let /„ /j, fig. 
169, c, be two positions of the point p for the given notch 
and for the crank at the dead points. Bisect p,Pt in £. 
Then cis the true centre ofthe cylinder face relatively to the 
position/ of the valve, determined by the construction, for 
that and all the other notches. cPj=cp^=o+e for the 
notch at which the leads are equal. Up is any other 
position oi p for any notch, cp is the travel of the valve 
relatively to the centre of the cylinder face. 

169. Example of a link motion valve gear.'~\l maybe 
useful as a guide in designing link motions to give some 
details of a carefully designed gear for a locomotive engine, 
The following data are from a gear designed by Mr. William 
Adams as a standard for outside cylinder engines on the 
North London Railway.' 

The engine has cylinders 1 7 ins. diam. and 34 ins. 
stroke. The steam ports are 14^ X i^ ins., or 181 sq. in. 
in area. This is a little less than i / 1 zth of the piston area. 
The exhaust port is 14^ x 3^ ins. The bars are i in, wide. 
There is no inside lap and the outside lapis t in. The area 
of the back of the valve is about 140 sq. ins., so that the 
frictional resistance to sliding, calculated in the ordinary 
way, might be taken at about 1,680 lbs., and this is the 
' * Engineciing,' vol. viii. p. Iia. 
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Table A. 
Piston stroke, 24 inches ; radius of eccentric, Jj inches ; lap of 
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straining force which the parts of the link motion have to 
overcome. The eccentrics are isj ins, diameterwith straps 
2| ins. wide. At 40 miles per hour the engine would 
make about zio revolutions per minute. Hence the width 
of the eccentric is about 
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Stroke of piston, 24 inches ; radius of eccentric, 3( inches ; kp, 
I inch. Set with all rods 5/64ths inch short. 5/3znds mote opening 
in Iront port than back. 
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Comparing this with the rale on p. 93, it will be seen that a 
smaller bearing surface is allowed than the rule there given 
provides for. It is true also, however, that the ordinary friction 
of the slide valve is probably little more than half that cal- 
culated above, that an engine is not always running at so high 
a speed, and that even in full gear the leverage of the link 
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reduces the thrust on the eccentric a little below the value 
assumed above. The link is i8 ins. long, and the slide block 
4^ ins. long by 3| ins. wide. This gives an area of surfece 
to the block of 1 2 sq ins,, so that the maximum pressure on 
the wearing surface of the block is about 140 lbs. per sq. in. 
The preceding tables show the action of the link gear. 
Table Ashows the most equable distribution of steam which 
could be obtained by the gear ; Table B shows the action 
of the gear, with the s^ing actually adopted. It was found 
in running that the action was better with the setting shown 
in Table B. Mr. Adams states that the setting in Table B is 
arrived at in this way : The reversing lever is placed in mid 
gear and the crank at half-stroke. The length (rf the eccen- 
tric rods is then adjusted so that the valve closes the ports 
lierfeclly when the crank is on either the top or bottom 
centre. 



tc 1:. Gooi^lu 



283 



CHAPTER Xn 

LUBRICATORS 

170. The amount of the frictional resistance of machine 
parts which slide on each other depends on the smoothness 
of the surfaces and on their lubrication. A lubricant is a 
substance which, interposed between the rubbing surfaces, 
reduces the friction. The diminution of friction diminishes 
the work wasted, the wear of the rubbing parts, and the 
amount of heat developed. Surfaces which run perfectly 
coul and well, if properly lubricated, heat and even seize if 
the lubrication fails. Seizing is the cohering of the parts 
with force great enough to cause fracture or stoppage of 
the machine. 

An efficient lubricant should possess the following quali- 
ties : (a) It should wet the rubbing surfaces, (i) It must 
not evaporate or decompose while in use. (i^) At the tem- 
perature at which it Is employed it should have enough, 
and only enough, viscosity to remain between the surfaces. 
(d) It must contain no acids or other constituents capable 
of acting on the rubbing surfaces, (e) It must be free from 
grit or other foreign matter. 

Air or water are good lubricants when the velocity is 
great enough to carry in a layer between the nibbing sur- 
faces. For instance, water is the lubricant for propeller 
shaft bearings in the stem lube, the bearing surfaces being 
strips of lignum viIeb. (See Part I. p. 265.) 

Lubricants are sometimes solid at ordinary temperatures, 
.....Cocglc 



284 Machine Design 

as tallow or railway grease, more commonly fluid, as vege- 
table, animal, or mineral oils. Metaline, plumbago, and 
some other materials are used without lubricants, and act 
themselves as lubricants. 

Of vegetable oils, otive, palm, rape, and others are used. 
Of animal oils, sperm is one of the very beat, but lard, neat's 
foot, seal, and other oils are used. Of mineral oils, some 
are derived from the distillation of shale, and others from 
petroleum wells. Heavy mineral oils have now largely 
superseded all other oils for purposes of lubrication. Rail- 
way grease, which is a solid or semi-fluid lubricant, is a 




mixture of tallow, palm oil, water, and a portion of caustic 
soda. 

To provide for the proper lubrication of rubbing parts, a 
reservoir of the lubricant must be provided, so arranged, 
if possible, that it delivers the lubricant continuously or 
at regular short intervals in small quantities. The lubricant 
flows through an aperture to the rubbing surfaces, one of 
which is generally provided with channels for its suitable 
distribution. Lastly, in many cases a vessel must be pro- 
vided to catch the lubricant which flows off the rubbing 
surfaces after it has done its work. 

171. Cup lubricators. — The simplest lubricator is a cup 
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which can be filled from time to time, and which has a cock, 
by turning which the lubricant is permitted to flow to the 
rubbing surfaces. 

Fig. 170 shows the ordinary form of steam cylinder oil- 
cup or tallow-cup. It is intended to serve for introducing 
oil to the cylinder without causing an escape of steam. It 
consists of a vessel having two cocks. Closing the lower 
one and opening the upper one, it can be filled ; closing the 
upper and opening the lower, the oil or melted tallow is 
admitted to die cylinder. It is often placed directly on the 
steam cylinder, sometimes on the steam pipe, where the 
rapid current of steam carries forward the oil to the working 
parts. 

172. Displacement lubricator. — Fig. 1 
placement lubricator invented by 
Ramsbottom. The steam, condens- 
ing on the surface of the oil, forms a 
drop which sinks down through the 
oil and displaces a small quantity 
of oil, which then Hows down the 
bent pipe into the cylinder. The 
plug at the top serves for filling the 
cistern, that at bottom for removing 
the condensed water. Numerous 
forms of sight feed lubricators have 
been introduced. These are dis- 
placement lubricators, the oil drop ^^- "' 
ascending in a glass gauge tube. 

173, Siphon lubricator. — Fig. 172 shows an ordinary 
siphon lubricator for oil. This has a tube rising above the 
surface of the oil in which a cotton wick is placed. The 
oil is slowly siphoned by the capillary action of the wick 
and drops on to the liearing. Various arrangements are 
adopted for closing the reservoir to keep out dirt. Some- 
times there is a hinged or screwed cap. In the example 
shown there is a rotating plate with a hole. By rotating the 
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plate this hole can be brought over a hole in a lower plate 
or over a bbnk part of the lower plate. The amount of 
cotton wick necessary to supply sufficient oil is ascertained 
by trial. 

174. Needle lubricator. — Fig. 173 shows Lieuvain's 
needle lu^iricator, oftenest used for the bearings of shafting. 



It consists of a glass reservoir having a wooden plug. This I 

is filled and inverted over the bearing. A wire needle or 1 

pin passes through the plug, loosely, and rests on the journal. , 

When the shaft is running, the vibration of the needle causes \ 

a slow descent of the oil. \Vhen the shaft is at rest, the ^ 

capillary attraction stops the flow of the oil. The rate of ■ 
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supply of oil may be regulated by making the needle thicker 
or thinner. 

175. Staiiffer lubricator. — Fig. 174 shows another kirid 
of lubricator, in which a semi-fluid or grease lubricant is 
used. The cap can be screwed down on a fine pitched 
screw. This forces the lubricant down the tube to the 
bearing. The tube may even be of considerable length if 
convenient, the grease flowing under pressure like a fluid. 
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